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NEW YORK, MONDAY, SEPTEMBER 5 1904. : 


For Rates SEE PAGE 7. 2 


LEHN & FINK, New York| Wood Products Co. 


OFFER 


RUSSIAN ERGOT 
SPANISH ERGOT 

GERMAN PEPPERMINT LEAVES 
NEW COLCHICUM SEED 
THYMOL 
DIGITALIN 


Chas. Cooper & Co. 


194 Worth St., New York 
CHEMISTS, 


EXTRA REFINED WOOD ALCOHOL, ETHER SULPHURIC, 


SOLUBLE COTTON AND ITS SOLVENTS. 


SEND FOR PRICE LIST. 


BARYTES 
Nulsen, Klein & Krausse Manf’g Co., 


Successors to 


DINGEE WEINMAN & CO., 
General Office, Sidney Street Factory, ST. LOUIS, MO. 


WM. H. OSBORNE, 162 N. 4th St, Philadelphia Agent. 


ALCOHOL} ax 


LINSEED OIL | 


E do NOT handle Newfoundland Codliver Oil, but we do refine 
the very finest non-freezing Lofoten Codliver Oil, therefore 
buyers have a guaranty that they get nothing but the purest and best 


Norwegian Codliver Oil when they see our name on the barrel. 


HEINR. MEYER & CO., Christiania, Norway. 


ESTABLISHED 1853 


Webb & Sons 


Pratt znd Commerce Sts., 
BALTIMORE, MD. 


(Formerly MANHATTAN SPIRIT CO.) 
BUFFALO, -N. Y., 
MANUFACTURERS OF 


Refined W 00d Alcohol 


AND SOLE MANUFACTURERS OF 


Columbian Spirit. 


PRICE LIST: 
Extra Refined 95% - 6oc. Per Gallon 
Special Refined 97% - 65c “ - 
COLUMBIAN SPIRIT}, 25 


(A pure methy! alcohol.) 
AGENTS: 
76 William St., 


WILLIAM S. GRAY 
PIERCE & STEVENS.... . Buffalo, N. Y 
H, C. COLLIER & SONS.. . Binghamton, Nv. \ 4 
MERRIMAC CHEMICAL CO. -75 and 77 Broad St., Boston, Mass 
MARTIN THAYER 50 Central St., Boston, Mass. ~ 
219 Lake St., Chicago, III. : 
29 River St., Chicago, III. 
136 N. Water St., Philadelphia, Pa. 
A. L. WEBB & BI orein anes Baltimore, Md. 
GB Bee tee OB BRO. cc cceccves St. Paul, Minn. 
ABNER HOOD Kansas City, Mo. 
RICHARDSON DRUG CO Omaha, Neb. 
W. A. HOVER & CO Denver, Colo. 
W. P.- POULLER & CO........0.% San Francisco, Cal. 
THE HERBOTH MERCAN- 
eR As 8 bb 50th Oh cers seous St. Louis, Mo, 


(Cologne Spirit 
J} TURPENTINE, ROSIN, Etc. 
GEO. H. LEONARD & CO., Boston,. 


IMPORTERS AND REFINERS 


Cod, Menhaden, Cod Liver & Olive Oils, 


WHITE FISH OIL, DEGRAS, PALMETTO, OAK, 
QUEBRACHO and HEMLOCK EX1RACTS. 


New York City. 


THE CHARLES E. SHOLES COMPANY, Manufacturer’s Sales Agents 
Commercial, Technical, Chemically Pure Chemicals 


Representing NAUGATUCK CHEMICAL Co., INTERNATIONAL PHOSPHATE CO., JOHNSTON AND JENNINGS Co., Etc., Etc. * 


BUYING AND wELLING ACCOUNTS SOLICITED, AND HANDLED IN 


25 BROAD STREET, 


The W. H. B. WHITE WAX 
has stood the a tests 
of Chemical Analysis for 
ened Youn: 
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(THERE ARE OTHERS COMING) 


Why you should always use 


BOWDLEAR'S 
W. H. B. WHITE WAX 


Boston, U. 





fours for u stione 
W. "H. ~e )WDLEAR & Co 


STRICT CONFIDENCE IF DESIRED 


NEW YORK 


“Chlorate of Potash 


AMERICAN MAKE 
20 Cedar Street, New York City. 


FINEST 
UNIFORM 


DILLON & CO., 


FLOATED 
CO. 
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& MILLING 
MINERAL POINT, MO. 


POINT MINING 
MINES AND MILLS 


WEBB'S “ALCOHOL, 


THE ACKNOWLEDGED STANDARD 
JAMES A. WEBB & SON, 50 & 52 Stone St. [Hanover Square ] New York 


» 








2 OTL PAINT AND DRUG RE P ORTER 
SUPERIO COLORS AND GINTING PROPERTIES . o- 
R ADVANTAGES IN PRICE AND DELIVERY 


Indian Reds and Bright Oxides 


2 ee | RECN MANUFACTORE 


afi as Fs WETHERILL COMPANY 


100 William Street, NEW YORK 925 Chestnut Street, PHILADELPHIA 


WATERS PIERCE OIL CO. 
Refiners of P E TT R OL EU M 


MANUFACTURERS (TAR and AXLE GREASE 


rage My Depots in all Towns in the 
816 OLIVE ST., Odd Fellows’ Building, P 0 
ST. LOUIS, MO., U. S.A. SOUTHWEST and OLD MEXICO 


BORNE, SCRYNSER COMPANY, 


i wee ae 


moe Te" CYLINDER OILS 


Engine Oils, Machinery Oils, Railroad Engine and Car Oils, Spindle Oils, Wool Oils, 300° Fire-Test Burning Oils, Neutral Oils, Lubrivating Greases, Paraffine Wax. 
WORKS, ELIZABETHPORT, N. J. 
pes FICES: 


80 and 81 South Street, NEW YORK e Exchange, MANCHESTER, ENG. 
3 Adelaide Place, LONDON BRIDGE, LONDON, ENG, ve st Nile e GLASGOW, SCOTLAND. 


STANDARD OIL, CO., clon Dept. 


SELL THE FINEST GRADE OF 


Stove Naphtha tr YY A POR STOVES 


The disagreeable features connected with cooking are done away with by the use of a VAPOR STOVE. 
There is no kindling to prepare, no ashes to remove and no waiting for sufficient heat. 

Its full power is instantly developed and ceases at your touch. 

Its first cost is in itself attractive. 

Its fuel cost is less than ONE-HALF CENT per HOUR. 


GALENA- SIGNAL OIL COMPANY 


slena Oil Company, FRANKLIN, PA. 


to 
on Stank Oil < ompany— 
SOLE MANUFACTURERS OF THE CELEBRATED 


GALENA COACH, ENGINE and CAR OILS 


—AND- 


Sibley’s Perfection Valve and Signal Oils 


CHARLES MILLER, President. 


STANDARD OIL CO., oF NEW york 


ble Addr ent, New Yor 


THOMPSON G "BEDFORD DEPARTMENT, 


26 BROADWAY, - NEW YORK, U. S. A. 
13 St. Ann Street, Manchester, Eng. Puerto del Angel, Barcelona, Spain. Biliter Buildings, 22 Biliter Street, London, E. C., Eng. Collins and Williams Streets, Melboo 
Blumens , rasse 15, Frankfort A“M Germany, 31 Hornby Road, Bombay, India. 5 Boulevard Haussman, Paris France. 8 Balhousic Sq., East, Calcutta, ia. 


ust PETROLEUM LUBRICANTS ===> 


PALE SPINDLE, MACHINERY AND ENCINE OILS, BAYONNE ENCINE OILS, Eicizn‘Admireiy. ne 
RAILROAD ENCINE AND CAR OILS, 300° MINERAL COLZA OIL, 


ce LIN eee ee eee ea ree cea ann wax 


WORKS ; FRANKLIN, PHILADELPHIA, OIL CITY} PITTSBURGH, PA.; CLEVELAND, 0.; BAYONNE, CLAREMONT, W. J.; HUNTER’S POINT, BUFFALO, W. Y.; PARKERSBURG, W. VA. 
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4 OIL PAINT AND DRUG REPORTER 


J. FRITZLIN, Amsterdam /ROGER SCHULTZ & CIE. NEW YORK SHELLAC CO 


Established 1825. 
(Austr aa 


oe TRIESTE, 
Exporters of Harlem Oil, Drugs Exporters of Crude Drugs, Medicinal Roots, 229 PEARL S 
Flower, Le ves, Barks cad See. See TREE ] 


Cinchona Bark, Spices, Seeds, 

























Cacao Beans, Cacao Butter. | Flowers and Dye stuffs, DIRECT IMPORTERS 
F A] ANIT ARY FLUID The Union Sulphur Company 
Producers of the Highest Grade Brimstone on the market 
Ideal Disinfectant and Germicide Average Analysis, ‘ca catllan, -'. a Poa 






SCHOELLKOPF, HARTFORD 6&6 HANNA CO., NEW YORK. 





Absolutely free from Arsenic or Selenium 


F. W. oe - CO., Chicago, U.S. A. The Lar gest Sulphur Mine in the World 


Manufacturers and Direct Importers 







Wn GLUE, SHELLAC GUM, SHELLAC VARNISH, CALCASIEU PARISH, LOUISIANA 
i OLE A tr \ LACQUERS, BRONZE POWDERS AND LIQUID, onsale 
a PUMICE AND ROTTEN STONE, WOOD STAINS, &c. Main Offices, 82 Beaver Street, New York 
GLYCERINE CARBON BISULPHIDE A kK fi ( 
Crude ... +s © « « Refined| —_ In packages of all sizes, 
eee Nol areces, | ROVAl Refining Company 
noe i J. H. WHEELER % co. 
INDEPENDENT MANUFACTURERS 





. 3, Produce Exchange, NEW YORK 200 6th St., Brooklyn, N.Y. 


Sr Scar ee Ti ea Ge 
REFINED CAMPHOR AND CAMPHOR FLOWERS C A S T () R () i L 


THE AMERICAN CAMPHOR REFG. CO 







meteauees ae z cae eh Quality Unexcelled. Absolutely Pure. 
SMITH & NICHOL &@&, Mes itiporters . 
C ARNAUB AW AX, en -ih Prices and Samples Cheerfully Furnished on Application. 
ite and Yellow reo} 
BEESWAX (White and Yellow) MEMPHIS, TENN. 





Ms & eects: oie 
aa ap _, Saeeaeee & RENWICK, 


163 Front Street, New York 


WPAN RESSED IN CAM? It B COR 
LASTS Twd SEASON 5. . MANUFACTURERS. 


92IREAL ESTATE TRUST BLDG. PHILHDELR Ina | Brooklyn Sulphur Works 


ROLL BRIMSTONE 


P AINT GRINDERS’ DRY COLORS, FLOUR SULPHUR (Sublimed) 


250 and 175 Lb. Barreis. 


French Ochre a Specialty. Niagara Laboratory 


ERNST C. BARTELS, REFINED SALTPETRE. 


88 Wall Street, - - + NEW YORK Crystals, Granulated and Powdered. 


TIDE WATER OIL COMPANY 


NUFACTURERS OF 
PARAFFINE OILS, CYLINDER “STOCKS, BLACK OILS and ICE MACHINE OILS; 
a low cold test Paraffine Oil, specially adapted for use in REFRIGERATING MACHINES. 


Refined Paraffine Wax of a Superior Quality 


ied wax is strictly neutral, perfectly pure, free from taste and odor, is acid proof and water proof, 
the best Paraffine Wax manufactured, ONE POUND CAKES A SPECIALTY. 


NEW YORK: 11 Broadway. BOSTON: 74 Broad Street. 
CROWN ACME OIL 


THIS JUSTLY CELEBRATED BRAND OF ILLUMINATING OIL OF 


HIGH FIRE TEST, PERFECTION AS AN ILLUMINATOR, UNIFORMITY iN QUALITY. 


Can be secured of any station of in Deion OIL CO. in New York by addressing that 
Company at Buffalo, Syracuse, Pottsdam, Elmira, Corning and James« 
town, Binghampton, Sidney, and Utica. NM. ¥, 

















OLL 


PAINT AND 


DRU G REPORTER 











Paraffine Wax. 


Crew Levick Co., Phila. 
Fuerst Bros, & Co., N. Y. 
Herman Loeb & Co., N. Y. 
Manufacturers’ Paraffine Co., 
Chester, Pa. 
Smith & Nichols, N. Y. 
Standard Oil Co., New York. 
Tidewater Oil Co., N. Y. 
Waverly Oil Wks, Pittsburgh. 


Petroleum, 


Atlantic Ref. Co., Fr’klin, Pa, 
Borne, Scrymser ‘Co., 2 4 
Canfield Oil Co., Cleveland. 
Conewango Ref’g Co., War- 
ren, Pa. 

Crew Levick Co., Phila. 
Crystal Oil Wks, Oil City, Pa, 
Gulf Oil Ref. Co., Pittsburgh. 
The Paragon Ref. Co., Toledo. 
Standard Oil Co., N. Y. 

Sun Co., Pittsburgh. 
Superior Oil Works, 


United Oil & Ref. Co., 
Union Petroleum Co. 


— Oil Co., St. 
Louis. 


Waverly Oil Wks., Pittsburgh. 
Phosphorus. 
General Chem. Co., Phila. 
Prussiate of Potash, 
Phila. 


Warren, 


Boston 
Phila. 


The Ammonia Co., 

Fuerst Bros. & Co., N. Y. 

A. Klipstein & Co., N. Y. 

Kuttroff, Pickhardt & Co.,N.Y 

The Roessler & Hasslacher 
Chem. Co., N. Y. 

Schoellkopf, Hartford & Han- 


na Co., Buffalo and N. Y. 
Plumbago, 
G. G. Blackwell, Sons & Co., 


Liverpool, 
Dixon Crucible Co., Jer. City. 
Paterson, Boardman & Co., N. 


York. 
Weegelin & Wilckes' Black 
Mfg. Co., N. Y. 


Pumice Stone, 


G. G. Blackwell, Sons & Co., 
Liverpool, 

F. W. Thurston & Co., Chi’go. 
R. J. Waddell & Co., N. Y. 


Putty. 
Belknap, McSherry & Moran, 


New York. 
John B. Phillips, Bikn. 


Quinine. 
Merck & Co., New York. 
N. Y. Quinine & Chem. Wks., 


New York, 
R. W. Phair, New York. 


Powers & Weightman, Phila. 


Roessler & Hasslacher Chem. 
Co., New York. 

Rosengarten & Sons, Phila, 
Roof Paint. 

Elliott Varnish Co., New 
York and Chicago. 
Rosin Oil, 

S. P. Shotter & Co., Savan- 


nah, Ga. 
Rotten Stone, 


G. G. Blackwell, Sons & Co., 
Liverpool, 

F. W. Thurston & Co., Chi'’go. 

John C. Wiarda & Co., Bikn. 

R. P. Waddell & Co., N. Y. 


Sal Ammoniac, 


Cochrane Chem. Co., Boston. 

Fuerst Bros. & Co., N. Y. 

Grasselli Shem. Co., Cleveland 
and New York, 

A. Klipstein & Co., N. Y. 

R. W. Phair, New York. 

Roessler & Hasslacher Chem. 
Co., N. ¥. 

Schoellkopf, Hartford & Han- 
na Co., Buffalo and N, Y. 

John C. Wiarda & Co., Bikn. 


Sal Soda. 


Amer, Chem. Co., Cincinnati. 
Church & Dwight Co., N. Y. 
Diamond Soda Wks., Mil'kee. 
T’ergusson Bros., Phila. 
Grasselli Chem. Co., Cleveland 
and New York, 
Hollingsworth &. Peterson, 
Phila. 
James Lee & Co., N. Y. 
Penna. Salt Mfg. Co., Phila. 
«. E, Sholes Co., New York. 
Thomsen Chem. Co., Balto. 


John C, Wiarda & Co., Bikn. 
Wing & Evans, New York. 
Seeds. 

Albert Dickinson Co., Chicago. 
J. L. Hopkins & Co., N. ¥. 
Shellac. 

New York Shellac Co., N. Y. 


Rogers & Pyatt, New York. 
I. W. Thurstan & Co., Chi’ go. 
Soda Ash. 

Amer. Chem. Co,, Cincinnati. 
Arnold, Hoffman & Co., Prov- 
idence. : 
Fuerst Bros. & Co,, N. Y. 
Edw. Hill's Sons & Co., N. Y. 

A. Klipstein & Co., N. Y. 
James Lee & Co. Ww New York. 
Wing & Evans, zs 
Isaac Winkler & 7s: Cin’tl. 
Soluble Cotton, 
Billings-Clapp Co., Boston. 
Chas. Cooper & Co., N, Y. 
Geo. A. Erkenbrach, N. Y. 
Maas & Waldstein, N. Y. 
Strontia Nitrate, 
R. W. Phair, New York, 
Rogers & Pyatt, New York. 
The Roessler & Hasslacher 
Chem. Co., New York. 
Schoellkopf, Hartford & Han- 


na Co., Buffalo and N. Y. 
Stoneware. 

Arthur J. Weeks, Akron, O. 
Strychnine. 


Merck & Co., New York. 
N. Y. Quinine & Chem. Wks., 
New York 
Chas. Pfizer & Co., N. Y. 
Powers & Weightman, Phila. 
Sulphate of Ammonia, 
Am. Coal Products Co., N. Y. 
The Ammonia Co., Phila, 
Cochrane Chem, Co., Boston. 
Fergusson Bros., Phila. 
Lister's Agrl, Chem. Works, 
New York. 


Sulphate of Soda, 


Cochrane Chem. Co., Boston. 
General Chem, Co., s A 
Merrimac Chem. Co., Boston. 


Powers & Weightman, Phila. 

Thomsen Chem, Co., Balto. 

Sulphur and Brimstone. 

mottaibe & Renwick, N. Y, 

FE. Beggs & Co., N. ¥ 

aan Chem. Co., N. ¥. 

Grasselli Chem. Co., Cleveland 
and ew York, 

Iphur Co., N. Y. 

. & 8. C. White Co, N, ¥. 


Talc. 
G. G. Blackwell, Sons & Co., 
Liverpool. 
Magnus & Lauer, N, Y. 
R. J. Waddell & Co. N. Y. 
Wi H. Whittakersy N. * 
c. K, Williams & Co., Eas- 
ton, Pa. 


Tartaric Acid. 
Chas. Pfizer & Co., N. Y. 
Powers & Weightman, Phila. 
Tartar Chem. Co., N. Y. 
Terpeneless Essential 

Oils. 
August Giese & Son, N. Y. 
Tin Cans. 
Can Co., N. Y. 
Vanilla Beans. 
Dodge & Olcott, N. Y. 
Magnus & Lauer, NN, <, 
Thurston & Braidich, N. Y. 
Vanillin, 
Cc, Bischoff & Co., N. Y¥. 
Dodge & Olcott, N. Y. 
Fries Bros., New York, 
Heyden Chem. Works, N. Y. 
A. Klipstein & Co., N. Y. 
Magnus & Lauer, N. Y. 
Warner Chem. Co., Uwchland, 
Pa. 


Amer. 


Varnish, 
Elliott Varnish Co., New York 
and Chicago. 


Chemical 
Phila. 


Finkell-Huchmeister 


Harrison Bros. & Co., 


John W. Masury & Son, N, Y. 
Pittsburgh Plate Glass Co., 
Pittsburgh, 


Varnish Gums, 


Edw. Hill's Sons & Co., N._Y. 
Paterson, Boardman & Co., 
New York. 


Rogers & Pyatt, N. Y. 

S. Winterbourne & Co., 
Wax. 

H. Bowdlear & Co. Boston. 

Nat, Gum & Mico Co., N. Y. 

Smith & Nichols, New York. 
White Lead. 

Atlantic White Lead & Lin- 

seed Oil Co., N. Y. 

Sam’l H. French & Co., Phila, 

Harrison Bros. & Co., Phila. 

National Lead Co., xe 

J Lee Smith & Co., N. Y. 


Window Glass, 


N. Y. 


w. 


Pittsburgh Plate Glass Co., 
Pittsburgh, 
Wood Alcohol, 
Chas, Cooper & Co., N. Y. 


Magnus & Lauer, New York. 

Merrimac Chem. Co., Boston. 

A. L. Webb & Sons, Balto. 

Wood Products Co., Buffalo. 
Zine, 

New Jersey Zinc Co., N. Y. 


MACHINERY MANUFACTURERS. 
Automatic Presses, 


Am. Process Co., N. Y. 
Bolting Machinery. 
Cc. O. Bartlett & Snow Co., 
Cleveland. 

P. F. Campbell, Phila, 

Kaestner & Co., Chicago. 

Raymond Bros. Impact Pul- 
verizer Co., Chicago. 

Burr Stones. 

J. R. Alsing Co., N. Y. 

Cc. O. Bartlett & Snow Co., 
Cleveland. 

P. F. Campbell, Phila, 

Chas. Mill Supply Co., N. Y. 

Kaestner & Co., Chicago. 

Caldrons, 

Kaestner & Co., Chicago. 

a Sperry & Co., Batavia, 
i. 

Car and Storage Tanks. 


Wm, Graver Tank Works, Chi- 
cago. 

Petroleum Iron Works Co., 
Washington, Pa, 


Cement Machinery. 
Abbe Eng. Co., N. Y. 
J. R. Alsing Co., N. Y. 
Cc, O. Bartlett & Snow 

Cleveland, O. 
P. F. Campbell, Phila. 
Chas. Mill Supply Co., 
Kaestner & Co., Chicago. 
Raymond Bros, Impact Pul- 

verizer Co., Chicago. 
Webster Mfg. Co., Chicago. 


Centrifugal Mills, 


Co., 


N. Y. 


am. Tool & Mach, Co., Bos- 
on. 
P. F. Campbell, Phila. 
Cc. H. Chavant & Co., Jersey 
City, N. J. 
Cookers, 
Amer. Process Co., N. Y. 
Digesters. 
Amer, Process Co., N. Y. 
Disintegrators, 
Abbe Eng. Co., N. Y. 
J. R. Alsing & Co., N. Y. 


Walker Bowman, New York. 
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Chas. Ross & Son Co., Bikn. 
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J. R. Alsing Co., N. Y. 
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Chas. Mill Supply Co., N. Y. 
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Cincin- 


Kaestner & @o., Chicago. 
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verizer Co., Chicago, III. 


Chas. Ross & Son Co,, Bikn. 
Drying Machines, 

Abbe Eng. Co., N. Y. 

American Foundry & Mchy. 

Co., Chicago. 

Amer. Process Co., N. Y. 
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Walker Bowman, New York. 
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Walker Bowman, N. Y. 
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Cou., 
Pul- 


Co., 


Co., 
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J. H. Day Co., Cincinnati, O. 
Kaestner & Co., Chicago. 
Raymond Bros, Impact Pul- 
verizer Co., Chicago. 
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Steam Jacket Kettles. 
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o OIL PAINT AND DRUG REPORTER — Se 


THE UNITED ALKALI COMPANY 


LIMITED. 


30 James St., LIVERPOOL, ENGLAND. 








Manufacturers of Sulphuric Acid 


Brown Vitriol, Rectified Vitriol, Monohydrate, High Test Sulphate of Soda or Salt Cake, in Bulk, or Cround and 
Packed, Hydrochloric Acid, Common or Purified. Chloride of Calcium, Calcium Carbide. 


Acetic Acid, Acetate of Soda, Acetone 


Bleaching Powder 
Chlorate of Potash, Soda and Baryta 


Soda Ash, all sities by Ammonia and Le Blanc Processes, Refined Alkali, all Strengths, Bicarbonate of Soda, 
High Strength, Crystal Carbonate, 


Caustic Soda 60” to 7 a 


Caustic and Carbonate of Potash 


Cyanides, Sal Ammoniac, Muriate of Ammonia, Sulphate of Ammonia, Sulphate of Alumina, 


FERTILIZERS 


Salt, Common, White and Rock, Chromic Acid, 


STRONTIA SALTS 


Oxide, Hydrate, Carbonate, Manganate of Soda, Peroxide of Manganese, 
Hydrated Peroxide of Manganese for Gas Purification. 


Silicate Soda, B. S. Copper, Copper Precipitate, Purple Ore, Sulphate of Copper 


SULPHUR 


. Rock, Roll, Flowers, 
Chloride of Magnesium, Ultramarine, Sulphide of Sodium 
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Entered at the New York Post Office as | fect of the higher prices for the higher 


Second-Class Matter, 


Oil Paint Drug Reporte 


. BMBRACING THE ta 
DRUG, PAINT AND OIL TRADE, NEW 
YORK DRUG BULLETIN, NEW YORK 
DRUGGISTS’ PRICE CURRENT, SOAP 
MAKERS’ JOURNAL, OIL AND 
PAINT REVIEW, AND WEEK- 

LY DRUG NEWS. 





WILLIAM O. ALLISON, Publisher. 





PUBLISHED EVERY MONDAY 
At 100 William Street, New York. 





SUBSCRIPTION RATES. 
For U. S. and Canada.............. 86.00 
Subject to a discount of $2.00 if 
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EXPORTS OF COTTONSEED OIL. 


The oflicial statistics of the exports 
of cottonseed oil for the first seven 
months of the present calendar year 
show a considerable increase over those 
during the corresponding period of last 
year, notwithstanding the falling off 
early in the year owing to the high 
range of prices and the relatively low 
prices of competing oils in the foreign 
markets. The increase in the July 
shipments, as compared with those dur- 
ing July of last year, was over 1,275,000 
gallons and the increase for the seven 
months’ period was over 1,826,000 gal- 
lons. The exports have been large 
despite the low price and abundance 
of peanut and other oils in the Euro- 
pean markets and may be accounted 
for by the large increase in consump- 
tion for soap making and for edible 
purposes. Thus it appears the exports 
to the port of Marseilles alone during 
the period of seven months amounted 
to over 54,000 barrels, showing an in- 
crease of about 6,000 barrels. The coun- 
tries showing the more important in- 
crease in their imports of American cot- 
tonseed oil were France, the increase 
amounting to 834,000 gallons; United 
Kingdom, 764,000 gallons; Belgium, 262,- 
900 gallons; Germany, 365,000 gallons, 
and Mexico, 780,000 gallons. Nearly all 
the South American States show a 
large increase, but the conditions there 
are somewhat different, there being 
less competition of other oils. A fea- 
ture of the official report is the 
crease in the shipments to the Nether- 
lands, amounting to 709,000 gallons, and 
as compared with tne first seven 
months of 1902 the decrease amounts 
to 2,778,000 gallohs. As the larger pro- 
portion of the oil shipped to the Neth- 
erlands is of the edible quality, while to 
France it is mainly for soap making, 
the comparison is of especial interest 
to the oil industry, as showing the ef- 


de- 


grades of oil. For comparison and ref- 
erence we append a table showing the 
amount of exports during each month 
of; the seven months’ period in 1901, 1902, 
1903 and 1904, with the total for each 
period and the monthly average:— 





1901. 1908. 1904. 

FOR, soos 6,089,587 4,202,228 3,201,023 
Feb..... 2,908,178 3,441,645 
March 3,025,721 3,462,476 
April 2,203,36 
May 8S 1,7 

June 1,283,174 2,463,628 
July 1,876,842 845,507 2,121,045 





Totals.30,760,262 15,737,536 17,008,174 18,844,018 
Average 4,394,323 2,248,219 2,420,739 2,690,702 
Following is a tabulated statement 
showing the highest and lowest price 
of prime summer yellow cottonseed oil 
in this market each month during the 
periods under consideration :— 
1901. 1902. 1903. 1904, 
gq i: he mh Rh & MH. it 
Jan.... 31 29 43 41 41% 38% 37 
Feb.... 31 29% 41% 40 41% 39% 309% 
March., 30 42% 41 41% 40% 
April... 36 5 43% 42% 44% 40% 3 
May.... é 46 45% 44 40 203 
June... 45% 44% 45 39% 20 
July.... 3f 43% 42% 43 38 20 











7 mos... 40 29 46 40 45 38 BV¥g 26% 
—_——» a 


STATISTICAL POSITION OF 
GAMBIER, 


The statistical position of gambier 
is well maintained in the face of heavy 
arrivals, which do not seem to have 
menaced the steadiness of the spot situ- 
ation. In fact, a large proportion of 
these which were not sold to arrive 
have been disposed of from dock, and 
we are advised that members of the lo- 
cal trade participated in the purchases 
to cover maturing contract require- 


ments. An impressive item in the sta- 
tistical schedule is the total of the 
August deliveries, amounting to 16,069 
bales, against 6,342 bales during the 


previous month and 11,023 bales during 
August, 1903. The extent of the de- 
liveries last month indicates that the 
consuming needs have been well satis- 
fied, and we may find some reflection 
of this condition in the future position 
of the article. The Singapore market 
has been rather irregular during the 
last week, and one local dealer, who is 
in direct touch with primary 
attributes this state of affairs to the 
operations of London bears, who have 
opportunity of the 


sources, 


seized upon the 
long-continued quietness of this market 
for their depressing tactics. There were 
in store here and in Boston 6,900 bales 
on the first of the month, against 7,000 
bales on August 1 last and 9,750 bales 
on September 1, 1903. The visible sup- 
ply to November 1 29,533 
bales, of which more 

are due this month. 
vices of exports from Singapore show 
that no gambier was shipped to this 
country during the last half of August, 
while the shipments to Great Britain 
and the Continent were 200 and 150 tons, 
respectively. The total exports from 
January 1 to September 1 were as fol- 
lows, the amounts being in tons:— 


amounts to 
than 14,000 bales 
Telegraphic ad- 


190-4, 1903. 1902. 
United States........ 7.240 10,960) 10,320 
Great Britain......... 7546 5,675 6,350 
Continent .....ccceoee 4,155 4,465 4,149 
Totals .coccesoseses 21,100 920,810 





————P ee a 
LITTLE HOPE FOR A QUININE 
ADVANCE. 


It is seldom that an Amsterdam 
cinchona bark auction has attracted 
the interest that was manifested over 
the event of last Thursday, for it was 
an oceasion on which nearly every 
member of the local trade had placed 
his faith in a restoration of quinine 
values, which suffered a decline with- 
out any apparent justification three 
weeks ago. One of the theories 
vanced at that time for the reduction 
was the anticipation of a break in the 
bark value at the approaching sale, on 
account of the heavier offerings. This 
outcome has not been realized, for the 
auction passed with a fairly steady re- 
sult of six and one-quarter Dutch cents, 
according to our Amesterdam 
pondent’s cablegram, against a unit of 
6.30 Dutch cents at the previous sale in 
July. Some of the cable advices re- 
ceived by the trade gave 6.30 Dutch 
cents as the unit of the last auction. 
The decline, if it may be described as 
one, of five points, is less than one 
per cent., and such a slight margin 


ad- 


corres- 


could not reasonably be expected to 
exert any unfavorable influence on the 
quinine market, especially in the face 
of the heavy offerings, ninety per cent. 
of which were sold. 

The following table shows the results 
at the Amsterdam bark sales during 
recent years :— 

DUTCH CENTS. 








1904. 1903. 1902. 1901. 1900, 1899. 
Piet 2. oss 6.25 7.50 7.25 8.90 4.70 
Second ... 6.60 8.00 7.50 10.65 6.70 
Third - 7.50 8.60 9.00 10.05 10.90 
Fourth .... 6.90 8.65 10.00 10.10 8.50 
a eee 6.40 7.25 10.50 10.35 8.35 
ot ee 6.30 6.10 9.00 10.80 7.60 
Seventh .. 6.25 56.00 7.60 11.75 6.25 
EKighth 6.80 8.25 12.25 5.35 
Ninth 6.05 7.75 10.90 6.80 
Tenth 6.25 7.75 8.00 7.75 





The result of the auction, is, however, 
disapopinting in failing to establish 
a higher basis for the salt. When this 
event did not bring the eagerly awaited 
outcome, the confidence of the trade 
was pinned to the announcement of the 
monthly bark shipments, which was 
due at the same time. If these were 
reasonably light, the influence might be 
potent enough to supplement the favor- 
able effect of the bark sale to the ex- 
tent of impressing the German manu- 
facturers to the advantage of an ad- 
vance, Unfortunately for these hopes, 
the bark shipments for August are 
heavier than for any corresponding 
period since last October and for any 
August since 1902. If we take the basis 
of six and one-quarter cents as the 
unit value of the bark, the cost of the 
salt would be in excess of twenty-two 
cents, one cent higher than makers are 
now maintaining for bulk. The outside 
market continues on a parity with first 
hands, and the latter are getting the 
lion's share of new business. 

As already stated the bark shipments 
for August are heavier than for any 
corresponding period since last Octo- 


ber, being 1,526,000 Dutch pounds, 
against 1,132,000 for July and _ 1,100,000 


for August, 19038. Comparative monthly 
shipments are shown in the following 
sumamry :— 














DUTCH POUNDS. 
1904. 1905. 1902. 1901, 

ee 845,000 592,000 975,000 1,000,000 
Feb.... 1,003,000 661,000 150,000 748,000 
March.. 500,000 1,050,000 GSU,000 SU4,000 
April... 1,486,000 1,074,000 290,000 T1000 
May.... 1,156,000 1,188,000 1,050,000 716,000 
June... 1, 00 1,220,000 1,175,000 1,048,000 
July.... 1,152,000 1,226,000 1,130,000 1,240,000 
Aug... 1,526,000 1,100,000 1.818.000 1,067,000 
Sept.... 1,306,000 50,0005 1,182,000 
Shs ssus. “wweens 2,012,000 1,680,000 1,500,009 
MO beta. <wewees 906,000 H6O5,0008 1, 1ST 
Diss _«anene 1,182,000 1,412,000 1,2 

The announcement of the bark ship- 


ments was late, and it is believed the 
news was withheld until after the auc- 


tion, so that it might not affect that 
event unfavorably. 
—_———> +a —____- 


DOMESTIC BARYTES SITUA- 
TION. 


The situation in floated domestic 
barytes is attracting the attention of 
the trade, owing to the keen competi- 
tion between two prominent concerns, 
which has resulted in the cutting of 
prices on high grade white goods. It 
is claimed that the war is being carried 
on by the combination and an inde- 
pendent concern, and prices have been 
cut from eighteen dollars and eighty 
cents per ton down to seventeen dol- 
lars, at which figure several carload 
lots have been sold. Offerings are now 
being made below this price, and it is 
intimated that the price-cutting war 
will be waged to a bitter end, if neces- 
sary. Several years ago similar condi- 
tions were noted, when finally the mills 
came to an agreement and prices were 
advanced to their former level. The 
unsettled market for this particular 
grade of barytes has no special bearing 
on prices of the other grades, but 
should the price cutting be waged ‘for 
any length of time there is a probabil- 
ity that other grades will suffer. The 
position of the market, however, it is 
claimed, does not warrant 
changes in the other grades of barytes, 
because most of the large buyers are 
under contract for the season and new 
contracts will not be made until De- 
cember and January. The usual sea- 
sonable dullness dominates the market 
at the present time and it would be 
difficult to interest buyers to take hold 
of large quantities, as they are well 
supplied with goods. Many in the trade 
consider the price war being waged a 


any radical 


“quotation war,’ but should same be 
extended to the end of this year the 
effect then would be greatly felt in 
prices on all grades of the domestic 


goods. 
bP? 


WINDOW GLASS PRICES AD- 
VANCED, 


According to the advices received 
from primary markets, the statistical 
position of window glass has strength- 
ened to such an extent as to warrant 
the pegging up of prices by a promi- 
nent manufacturing firm fifteen to 
twenty per cent. The shortage of sup- 
ply of desirable grades is the important 
strong factor in the present situa- 
tion. The company referred to is the 
only one operating machine-equipped 
plants, which do not turn out double 
strength glass, and manufacture only 
small sizes. It is claimed here that the 
advance made in prices is looked upon 
as an effort to influence the market, and 
should the advance be maintained and 
encourage buying here, prices in all 
probability will go still higher. The re- 
ports which reach us in reference to 
the starting of glass factories in the 
West ure not in keeping with those cir- 
culated to the effect that a resumption 
of operations by the bulk of factories 
will not become effective much before 
October 1. The new organization of 
window glass workers undoubtedly will 


not favor an early start by the fac- 
tories, and it remains to be seen 
whether the new organization will 


carry its point to stop the production 
of glass during the present month. Lo- 
cal jobbers are hopeful for an improve- 
ment in business, as they are apparent- 
ly disgruntled at the methods and 
sharp tactics that have been and are 
being used in the trade in the market- 
ing of glass, which has resulted in the 
selling of glass at about cost through- 
out the past eight or nine months. As 
has been pointed out in previous issues 
of the Reporter, troubles have 
been the disturbing element in the 
glass trade, aided by the disagreements 
among manufacturers, which 
in a demoralization in the 
ruin to many. As has been mentioned 
in our market reports from time to 
time, the shortage of popular sizes and 
quality of glass wanted continues and 
served to a great extent to aid the rais- 
ing of prices in the local market by the 
Jobbers’ Friday 
The advanced prices to 
ninety and fifteen per cent. off the list 
price of October 1, 1903. The latter dis- 


labor 


resulted 
trade and 


Association on last. 


association 


counts are for the first and second 
brackets, single strength, and ninety 
and five per cent. discounts off are 


named on all sizes above for both sin- 
gle and double strength glass. Talk to 
the effect that a further advance in 
prices is likely is being heard in trade 
circles. Trade here is very dull, and it 
is a waiting market. Buyers are very 
conservative, and indications are that 
they will remain so throughout the 
next season. The results of the Na- 
tional Window Manufacturers’ 
meeting, which is expected will be 
held in St. Louis, is awaited with 
much interest. Notwithstanding all 
the schemes to line up the window 
glass trade, the general opinion here 
is that trade conditions will al- 
ways remain in a state of uncertainty, 
owing to the many intrigues and the 
enormous extent of the industry, into 
which concerns may enter with but lit- 
tle capital. Prospects are no more fa- 
vorable for the future of the window 
glass trade than they were at the be- 
ginning of the present season, which 
proved to be one of the worst in the 
history of the trade. 


Glass 


———EEEbP 


A demurrer to the suit brought by 
Cc. G. A. Loder, a retail 
Philadelphia, against the 
and firms which he collectively desig- 
nates as the “Drug Trust,” has been 
filed in the United States Circuit Court. 
The ask that the suit be 
dismissed on the ground that no spe- 
cific grievance has been set out; that 
the bill fails to show any act by the 
defendants by which they have vio- 
lated the interstate commerce act, and 
further states that the bill fails to 
show that the defendant at any time 
refused the plaintiff's orders, 


druggist of 


associations 


defendants 












other Trade Items see table of contents 


on page 22.) 


John D. McGlincy and family are en- 
joying themselves in Saratoga. 


The New York Lubricating Co. have 
secured judgment for $2,345 against the 
Pacific Oriental Trading Co. 

T. M. Mare of this city left on Sat- 


urday for a trip to Halifax, N. S., and 
other summer resorts in that section. 


The capital stock of the Star Tank- 
age and Fertilizing Works, Vincennes, 
Ind., has been increased from $10,000 
to $30,000. 

The Kay & Ess Company of Dayton, 
O., have been admitted as members of 
the National Paint, Oil and Varnish 
Association. 


The Vane-Calvert Paint Co. of St. 
Louis have purchased the plant and 
business of the Wieder Paint Company 
of that city. 


S. S. Palmer, president of the New 
Jersey Zinc Company, of this city, re- 
turned home on Tuesday last from an 
extended European trip. 


The Fertilizer Manufacturers’ 
ciation will hold its next annual meet- 
ing in the Agricultural Building, St. 
Louis, on Sept. 27 and 28. 


af 
John 


Asso- 


of Fergusson Bro- 
thers, Philadelphia, sailed on Satur- 
day, the 3d instant, for Liverpool, to 
be absent some time, combining busi- 
ness with pleasure. 


M. Victorson and T. Mcowsky, pro- 
prietors of the Astoria Varnish Co., 
Astoria, L. L, have dissolved partner- 
ship. Mr. Victorson, now sole owner, 
will continue the business. 


Fergusson 


8S. M. Goldsmith of Heller, Hirsh & 
Co., has returned from Lake George, 
Sullivan county, after an absence of 
three weeks, during which sojourn he 


acquired a deep tinge of tan. 


Cable advices received here from 
abroad note that the strike of the dock 
laborers in Marseilles is spreading, and ; 
will materially hamper the shipments 
of ocher to the United States, 


Fire on Aug. 28 destroyed two cotton- 
seed houses owned by the Consumers 
and National Oil Companies, at Chil- 
ton, Texas. A car of bagging and ties 
and fifteen tons of cottonsed burned. 


Among the noted chemists who ar- 
rived to attend the meetings of the 
Society of Chemical Industry were 
Eustace Cary and Max Muspratt of the 
United Alkali Co., of Liverpool, Eng- 


land. 


R. G. Dunlap, who for the past four 
years has been manager of the Texas 
Refining Company at Greenville, has 
started in the cottonseed products 
brokerage business on his own account 
at Dallas, Texas. 


Any of our Eastern readers con- 
templating opening a branch house on 
the Pacific slepe for the sale of their 
products will find it to their interest 
to consult our want column on page 
22 especially A. & D. adv. 


George H. Williams, president of the 
Williams & Flash Company, of this 
city, is experimenting in raising cotton 
on his farm at Summit, N. J. Should 
his efforts prove successful, New Jer- 
sey in the future will have to be con- 
sidered when estimating cotton crops. 


Official call notices are being pre- 
pared by the secretary of the National 
Paint, Oil and Varnish Association, 
which will be forwarded to the mem- 
bers, announcing that the seventeenth 
annual convention of the association 
will be held in Buffalo, on Oct. 11, 12 
and 13. 


According to reports the Virginia- 
Carolina Chemical Company will con- 
struct a large fertilizer factory at 
Memphis, Tenn. It is intimated that 
when this plant is completed it will 
be one of the largest fertilizer factories 
in the South. The cost of the structure 
will be about $150,000. 


W. D. Ennis, who has been the 
American Linseed Company’s engineer- 
ing man for the past three years, hay- 
ing had charge of manufacturing oper- 
ations in the Eastern mills of that com- 
pany since June, 1902, has resigned to 
return to the Everett Pulp & Paper 
Co., of Everett, Wash., from which 
concern he was originally transferred 
to the Linseed Company. Mr. Ennis 
will represent the paper company in 
connection with a large electrical 
power development shortly to in- 
augurated in the Northwest. 


be 





Among those who are interested in 
the of the cottonseed products 
from out of town, who have been on 
‘Change during the week, were: W. E. 
McCaw of Macon, Ga.; W. Cooper Proc- 
tor, of Cincinnati, O.; E. E. Chandler 
and Jack Smith, of Chicago, IIl.; J. 
Dunn, Kingston, N. C.; and H. Garner 
f Glen Allen, Miss. 


Alexander Cochran, who well 
known in the glass trade and one of the 
best known men of Eastern Ohio, met 
with a horrible death at Wheeling, W. 
Va., recently, by being crushed against 
a freight platform by a train. Mr. 
Cochran was at the head of the Quake 
City Glass Company, but of late he 
was engaged in the lumber business. 


It is reported that the Federation 
Window Glass Co. has sold, through 
their representatives, who were in the 
East, about 35,000 boxes of window glass 
and £0 carloads of the product of the 
Johnson Glass Co. of Hartford City. 
It is claimed that this is the largest 
sale of glass made by any independent 
concern within the past several years. 


Those who use casein either in the 
manufacture of paints or anything else 
would find it to their advantage to 
communicate with Simpson, McIntire & 
Co., 27 South Market street, Boston, 
Mass., and obtain their quotations be- 


sale 


is 


fore placing their orders elsewhere. 
This company manufacture a_ high 
grade product and would be pleased 


to furnish quotations on application. 


The American Window Glass Co.'s 
No. 11 factory, at Muncie, Ind., aban- 
doned for manufacturing purposes, and 
used by the Federation Window Glass 


Co. as a warehouse burned Aug. 29, 
involving a total loss of $65,000, of 
Which $25,000 was on the uninsured 
buildings and other property of the 


American and $40,000 on the Federation 
Co.’s stock, which had $25,000 insur- 
ance. 


Reports from Bristol, Fla., are to the 
effect that A. D. Covington, president 
of the Turpentine Operators’ Associa- 
tion of the State, and known as a 
prominent turpentine magnate of that 
section, is to join several large oper- 
utors who intend to lease about one 
hundred thousand acres of land from 
the vast properties owned by the Pine 
Forest Land Company. It is intimated 
that the rental will be about $4.25 per 
acre. 


Fire destroyed the 
warehouse at Muncie, 
to the American Window 
pany, on Tuesday last. The loss is 
placed at $65,000, of which $25,000 was 
on the uninsured buildings and $40,000 
on the Federation Window Glass Co.'s 


window glass 
Ind., belonging 
Glass Com- 


stock, which was insured for $25,000. 
The latter company used the factory 


known as No. 11 for warehousing their 
stock. The plant heretofore was used 
for manufacturing glass. 


The Lobee Pump and Machinery Co., 
Buffalo, N. Y., have recently installed 
seven of their suction and discharge 
pumps at the Larkin Soap Co.’s works, 
where their make of pumps has been 
in use for some time. One of the good 
features of their pump is the ease of 
aeeess for the purpose of cleaning, 
there being no necessity of dismounting 
the whole pump. They are very strong 
and durable and they are guaranteed 
to do the work with entire satisfaction 
or they may be returned to the makers 
at their expense, 


A thoroughly modern concern work- 
ing on scientific lines, supplemented by 
practical experience, is the Arabol 
Még, Co., 100 William street, this city. 
They manufacture pastes, gums, siz- 
ings, starches and related products, 
and have brought their plant to such 
a point as to enable them to meet any 
particular condition in their field. Their 
special adhesive for pasting labels on 
tin is called tinnol and has become 
a staple for all who have tried it, as 
it makes the labels stick and keeps 
them in good condition and free from 
rust spots. 


If you desire to be brought in con- 
tact with concerns who offer bargains 
which enter into the manufacture of 
chemicals, drugs, paints, dyestuffs, fer- 
tilizers, naval stores, varnish, white 
lead, cotton oil, linseed oil, lubricating 
oil, ete., we would respectfully refer 
you to the Machinery Department of 
this publication, which you will find on 
page 23. Any special information that 
may be desired will be gladly furnished 
upon application, for we are in a posi- 
tion to place prospective purchasers in 
direct communication with the manu- 
facturers of machinery of all kinds. 
Trade Items see table 
on page 22.) 
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r2s2kULEOM NOTES, 





At Mt. Morris, Greene county, Pa., 
the Murdoch-Baldwin Oil Co. has com- 
pleted No. 12 A. Garard, and has a 
small pumper. 

Near Ninevah, Greene county, Pa., 
the Ventur Oil Co. has completed No. 3 
on the Wolf heirs’ farm and have a 15- 
barrel pumper. 


Near Moscow, Hancock county, W. 
Va., Isenbise & Co. have drilled in 
their test on the Gregory farm and 
have a 20-barrel producer. 


In the Littleton district, Wetzel coun- 
ty, W. Va., the South Penn Co. has 
completed No. 5 on the George W. Soles 
farm and has a 10-barrel pumper. 


Near Georgetown, Beaver county, 
Pa., the Crown Petroleum Co. has com- 
pleted No. 4 on the George Laughlin 
farm and has a 50-barrel producer. 

West of Empire, in Jefferson county, 
Oo., KE. H. Jennings & Brothers have 
completed No, 9 on the John R. Winn 
farm and have a 5-barrel pumper. 

In the Pine Grove extension, Wetzel 
County, W. Va., the test on the George 
Albaugh farm has been completed and 
is not good for more than 15 barrels a 
day. 

In the Salem district, Harrison coun- 
ty, W. Va., on Kinchlo Creek, the South 
Penn Co. has shot its No. 1 on the S. E. 
Hall farm and has a 35-barrel producer 
in the fifth sand. 

In the River district, Wood county, 
W. Va., George L. Craig has completed 
his No. 3 on the T. W. Moore farm and 
has a show for a 5-barrel pumper in 
the Cow run sand, 


In the Rays run district, Washington 
county, O., Egan & Co., have completed 
their No. 3 on the P. H. Gaffeny farm 
and have a show for a 10-barrel pump- 
er in the Big Injun sand. 

In the Rays run district, Washington 
county, O., the Carter Oil Co. has com- 
pleted its test on the E. W. Ellis farm, 
and has a show for a 25-barrel pro- 
ducer in the Squaw sand. 

In the Eureka district, Pleasants 
county, W. Va., Davis & Son have com- 
pleted their test on the W. E. Bier 
farm and have a show for a 10-barrel 
pumper in the Cow run sand. 

In the Newport district, Washington 
county, O., A. A. Schaufner & Co, have 
drilled their No. 8 on the J. Hender- 
shot farm into the Berea grit, ind have 
a show for a 10-barrel pumper. 


In the deveiopment south of Burgetts- 
town, Washington county, Pa., Lecomt 
& Co. have completed their No. 4 on 
the S. C. and J. Farrar farm and will 
have a 40 or 50-barrel producer. 


In the Bristoria district, in Greene 
county, Pa., the South Penn Oil Co. has 
drilled its second test on the William 
Tustin farm through the fourth sand 
and has a show for a five-barrel 
pumper. . 

In the Salem district, Harrison 
county, W. Va., the South Penn Co. has 
drilled its No. 2 on the Davisson-Smith 


farm through the Gordon and has a 
small showing of oil. It will make a 
light pumper. 

In the Mannington district, Marion 
county, W. Va., the Searchlight Oil 
and Gas Co. has completed its test 


on the T. B. Hobart farm and will not 
have better than a five-barrel pumper 
in the Gordon sand. 


the east side of the Folsom dis- 
trict, in Harrison county, W. Va., the 
South Penn Oil Co, has drilled its No. 
7 on the T. J. Parish farm into the Gor- 
don pay, and the well produced 253 bar- 
rels the ensuing 24 hours. 


Near Buhla, Monomgalia county, W. 
Va., the Hope Natural Gas Co. has 
drilled its test on the D. B, Harker 
furm deeper into the Gordon sand and 
has encountered a pay, from which the 
well is showing for 15 barrels a day. 


In the development north of Mari- 
etta, Washington county, O., Harper 
Riddle & Co. have drilled their test on 
the Drain heirs’ farm into the stray 
above the salt sand and have a show 
for an 8 or 10-barrel pumper. Hannan 
& Co, have drilled No. 11 on the Holmes 
heirs’ farm to the same formation and 
will have the same kind of a pumper. 


In the Littleton district, Wetzel 
county, W. Va., the South Penn Oil 
Co, has drilled its test on the George 
Albaugh farm into the Gordon pay, 
and the hole has filled up 700 feet with 
fluid and will make a smali producer. 
In the same district, No. 6, on the 
George W. Soles farm, has been drilled 
into the Gordon sand, and has deyel- 
oped a little oil and gas, 


On 



























The petroleum exports from Rou- 
mania for the second quarter of 1904, 
i. e., April, May, and June, amounted 
to 7,852 tons of crude oil, gas oil, ete.; 
23,867 tons of lamp oil; 9,599 tons of ben- 
zine and other light oils; 3,703 tons of 
lubricating oils, and 5,107 tons residu- 
als. 









On Wolf Creek, Morgan county, O., 
A. Girard & Co. have drilled in their 
No. 13 on the Otis farm, and have a 
show for a 50-barrel producer. F. M. 
Selby & Brother have completed their 
No. 48 on the B. Marshall heirs’ farm 
and have a show for a 20-barrel pro- 
ducer. 


In the Joy district, Morgan county, 
O., the Cumberland Oil Co. has com- 
pleted its No. 15 on the Henry Hopkins 
farm and has a show for a light pump- 
er. The Jacksonville Oil Co, has drilled 
in its No. 8 on the William Warren 
farm and has a show for a small 
pumper. 














In the Yellow Creek district, Calhoun 
county, W. Va., the East Oil Co. has 
completed and shot its test on the S. L. 
Klipstein farm, and has a show for a 
5h0-barrel producer in the Berea grit. 
This test is 1,000 feet northeast of the 
South Penn's No. 1 on the Camden- 
Sommers farm. 


In the Big Lime development, near 
Milton, Cabell county, W. Va., the 
Harshbarger Oil and Gas Co.’s second 
































































































test on the C. C. Beckett farm, 450 
feet southeast of No. 1 on the E. W. 


Beckett farm, has been drilled into the 
3izg Lime pay and produced 90 barrels 
the first 12 hours, 


On the east side of the Foisom dis- 
trict, Harrison county, W. Va., the 
South Penn Oil Co.’s No, 7 on the T. J. 
Parish farm was drilled a week ago 
and placed 253 barrels to its credit the 
first 24 hours. The second 24 hours it 
produced nothing, the pressure 
having been exhausted. 


The Manufacturers’ Light and Heat 
Co.’s test, located in the Ninevah dis- 
trict, in Greene county, Pa., on the Car- 
ter farm, during the first 32 hours after 
the well had been drilled, placed 185 
barrels to its credit, was reported in- 
creasing in production and flowing at 
the rate of 10 barrels an hour. 


gas 


In the Adams pool, Harrison county, 
O., C. P. Chisholm has completed his 
No. 5 on the David Welch farm and 
has a show for a 40-barrel producer in 
the Berea grit. In the same district 


Kimmer, Lacy & Co. have completed 
No. 2 on a part of the same farm and 


have a show for a 20-barrel producer. 


development on Lime- 
stone run, near Dilonvale, Jefferson 
county, O., the Jefferson County Oil 
Co., has drilled in its No. 3 on the M. 
B. Cole farm and has a producer good 
for 150 barrels a day. The same com- 
pany’s No. 2 on the James McBride 
farm, has been drilled deeper into the 
pay and has increased its production 
to 350 barrels a day. 


In the new 


A largely attended meeting of the In- 
dependent Oil Producers of Kern 
county, Cal., was held to form an or- 
ganization for the control of the prod- 
uct of the fields and to aid in getting 
a proper price. The meeting was the 
cutcome of the Standard Company’s 
late orders, by which the price paid 
was tirst reduced to 11 2-3 cents and 
then all purchase of oil stopped, 


In the TLittleton district, Wetzel 
county, W. Va., the South Penn (to. has 
drilled its No. 6 on the George W. 
Soles farm into the Gordon pay, and 
the well produced 120 barrels the en- 
suing 18 hours. No. 5 on the same 
farm has been drilled through the Gor- 
don sand and is a very light producer, 
In the same district, the same com- 
pany has drilled its test on the George 
Albaugh farm through the Gordon 
sand and encountered a light pay, from 
which the well produced 15 barrels the 
first 24 hours. 


On the east side of the Foisom dis- 
trict, Harrison county, W. Va., the 
South Penn’s No. 7 on the T. J. Parish 
farm has started to flow again and is 
producing 90 barrels a day. The same 
company has drilled its second test on 
the J. A. Webb farm through the Gor- 


don sand and the hole has filled up 
2,800 feet with fluid. It will make a 
fair producer. The test on the §, §S. 


Shriver farm has been drilled through 
the Gordon and has a show of oil. No. 
12 on the Geo. W. Talkington farm has 
been drilled through the Gordon sand 
and found only a small showing of oil. 
The South Penn Co. has drilled its No. 
4 on the B. F. Heldreth farm into the 
Gordon pay and the hole has filled up 
2,000 feet with fluid. It will make a 
small pumper. 








An estimated production of oil in 
Southeast Texas from January, 1901, to 
August 15, 1904, is 51,850,000 bbls. This 
is divided as follows:—Spindletop, 33,- 
000,000 bbls.; Sour Lake, 11,500,000 bbls.; 
Batson, 7,000,000 bbls.; Saratoga, 350,000 
bblIs.; a total of 51,850,000 bbls. 


On the west side of the Folsom dis- 
trict, in Harrison county, W. Va., the 
South Penn Oil Co. has drilled its No. 
11 on the George W. Talkington farm 
13 feet into the Gordon sand, and the 
hole filled up 300 feet with fluid. No. 
12 on the same farm has been drilled 
22 feet below the Gordon sand and has 
just a show of oil and a strong gas 
pressure. The test on the S. S. Shriver 
farm has been drilled six feet into the 
salt below the Gordon sand and found 
a smalJl showing of oil. On the east 
side of the district, No. 3 on the John 
Price farm has heen completed, and is 
producing 20 barrels a day. In the 
same locality, No. 20 on the I. D. Mor- 
san farm is not good for more than 
15 barrels a day. 


The investment in the Southeast 
Texas oil industry from Jan. 1, 1901, to 
Aug. 15, 1904, is estimated as follows:— 
Cost of drilling 1,627 wells, at an aver- 
age expense of $4,000 per well, $6,508,- 
000; cost of equipping 1,200 wells, at an 
average expense of $1,350, $1,620,000; cost 
of 10,193,000 barrels of open-ground stor- 
age, at 13 cents per barrel, including 
land, $1,325,000; cost of 7,232,000 bbls. of 
covered-ground storage, at 17 cents per 


barrel, including land, $1,229,440; cost 
of 9,190,000 bbls. of steel storage, at 25 
cents per barrel, including land and 


not including railroad storage, amount- 
ing to 2,250,000 bbls., $2,297,500; cost of 
444% miles of pipe line, constituting the 
gathering systems of the various com- 
panies, at $6,000 a mile, including the 
expense of pumping stations, right of 
way, etc., $2,667,000; cost of refineries 
constructed to refine Texas crude ex- 
clusively, $8,000,000; cost of 2,000 tank 
cars employed in the Southeast Texas 
trade, at an average cost of $1,200 each 
(the Southern Pacific Railroad has 
more than 1,00 cars in the trade, which 
cost above $1,500 each), $2,400,000; cost 
of 50 tank steamers and barges used 
exclusively in the transportation of 
Texas crude and refined oils from Port 
Arthur and Sabine to New Orleans, 
Cuba, Mexico and Gulf and Atlantic 
coast points, $6,000,000; cost of oil lands, 
$4,000,000; cost of 650,500 bbls, of wooden 
settling tanks at 40 cents per barrel, 
$260,200; a total of $36,307,230. 





MISCELLANEOUS. 


The Platt Injunction Case. 

The case of Isaac Platt against the 
National Association of Retail Drug- 
gists, so far _as the injunction referred 
to in the last issue of the Reporter is 
concerned, was decided against the re- 
tailers’ association at Chicago by 
Judge Dunne on Wednesday afternoon, 
August 31. The court held that the de- 
fendant association and its secretary, 
Thos. V. Wooten, were in contempt of 
court and assessed a_ fine of $2,000 
against the N. A. R. D. and $500 
against Mr. Wooten. Notice of appeal 
was immediately given. 

(A full account of the case, as also 
the bill of complaint, has been printed 
in these columns.) 

The cases against Humiston, Keeling 
& Co., Morrisson, Plummer & Co., 
Fuller & Fuller Co., Robert Stevenson 
& Co., and Peter Van Schaack & Sons, 
the jobber defendants, went over until 
the opening of the regular sessions of 
court. The present were in 
vacation time for the purpose of hear- 
ing emergency matters. 

The Platt injunction writ was a very 
sweeping one and prohibited the de- 
fendants from interfering in any way 
with the plaintiff's business. Plaintiff 
was, it is alleged, a cut-rate retailer 
and was doing an irregular jobbing 
business under the name of the Amer- 


sessions 


ican Drug Co., demoralizing both re- 
tail and wholesale prices. 
The merits of the Platt claim that 


association’s plans for 
piices and improving the 
status of the retail trade were illegal 
was not gone into by the court, the 
sole question at issue being whether 
er not the injunction—right or wrong 

had been violated. The argument of 
defendants’ counsel was that the in- 
junction writ should be interpreted in 
the light of the plaintiff's bill and the 
defencant’s sworn answers, on which 
basis no violation would appear. It 
was cnly upon a strict and somewhat 


the 
financial 


forced construction could it be made 
apparent that the writ had been dis- 
regarded. 

Considerable stress was laid on the 


Niles cortract as a part of the alleged 


protecting ; 
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conspiracy between the _ proprietors, 
wholesalers and the N. A. R. D. to 
keep proprietary goods out of the hands 


of aggressive cutters, and the tripar- 
tite plan was mentioned. The court 
volunteered the information that these 
plans might be lawful and the objects 
of the organization iaudable; he was 
not concerned with that; but when it 


comes to a should 


be 


court injunction it 
implicitly obeyed. 

On a review of the case in 
pellate Court, to which it goes, 
on the record made Judge 
Dunne, Mr. Wooten and his counsel ex- 


the 
now 
before 


Ap- 


pect a reversal of the present verdict. 
They point out that the only evidence 
in this record which connects the N., 
A. R. D. and Mr. Wooten with Platt 
was given by Mr. Cornelius Van 
Schaack and this testimony was flatly 
contradicted by the testimony of three 
credible witnesses testifying for the de- 
fense. . 
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Society of Chemical Industry. 


The annual general meeting of the 
Society of Chemical Industry will be 
held in this city on Thursday next and 
following days. As this is the first 
meeting in this country, and the nomi- 


nee for president of the society, Mr. 
Wm. H. Nichols, is an American, un- 
usual interest is taken in this meeting 


and 
members 
England, 

steamer 


by members in the United States 
Canada. Quite a number of 
have already arrived from 
and more are expected on each 
up to the date of the opening 


session. 


The indications are that the meeting 
this year will be attended by an un- 
usually large number of the members 
from various countries, and that it 
will prove one of the most interesting 


and important meetings in the history 


of the society. 

The society’s headquarters in this 
city will be the Hotel Seville. H. 
Schweitzer of No. 40 Stone street, this 
city, is chairman of the General Com- 
mittee of Arrangements for the forth- 


and T. J. 


is secretary. 


coming meeting, Parkes, sof 


25 Broad street, 
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Sharp & Dohme and Freight Dis- 
crimination. 


A special meeting of the Drug Trade 


section of the New York Board of 
“Trade and Transportation was held 
last Wednesday to consider the com- 
plaint of Sharp & Dohme against sev- 
eral Western railronds of freight dis- 
criminations, which had been referred 
to the section. 

W. S. Boyden, of Rosengarthen & 
Son, Ltd... who was formerly engaged 
in railroad work, called the attention 
of the members to the fact that the 
matter had already been whipped out 
in the courts, and even the Supreme 
Court had returned a decision in favor 
of the railroads. He suggested that 
the matter be dropped. He stated that 


it had been decided in court that where 
other elements aside from competing 
railroad lines were a factor to be con- 
sidered in the carrying of freight, the 
conditions governing the long and 
short haul clauses of the Interstate 
Commerce Act did not apply; and that 
in the present case the railroads car- 
rying goods to the Pacifie Coast had 
witer routes to compete with and were 
compelled to charge a lower rate than 


competition made it necessary to do to 


less distant points. 

Albert Plaut urged caution in dealing 
with the Baltimore protest. 

John M. Peters said the complaint 
of Sharp & Dohme _ needed ‘more 
light.” He expressed the opinion that 
the Drug Trade Section did not wish 
to take action which would appear to 
be counter to the decisions of the 


Supreme Court. He moved to refer thé 
complaint to the Board of Trade, which 
was unanimously adopted 

As the Board does not 
October, while the Interstate 
sion will hear the Sharp & Dohme « 
19, it practically 


matter 


meet until 
Commis- 


ise 


at Denver Sept. 
shelves the whole 
John CC. Welch 
the meeting on railroad rates in 
he sugested a tribunal half federal 
and half railroad to govern all ques 
tions of rates differen- 


which 


letter to 
which 


presented a 


railronud and 


said :— 


of 
with 
the 
tribunal 
No great 
once: the existing 
he modified gradually, 
themselves should be deprived, 
as soon as a federal law could be en 
acted for that purpose, of the independ 
ent power of rate making. There would 
rest with the railroads, on account of 
their technical knowledge and intimate 
relation with facts, the initiatory power 
of making new rates, but these could 
only be established as they received con- 


tials, 
“The 
rest in part 
part with 
through a 
purpose 
made at 
have to 
railroads 


rates should 
ids and in 
Government 
for this 
could he 
svstem would 
but the 


making 
the railro 
Federal 
appointed 
change 


power 


firmatory action of the representatives 
of the government whose business it 
would be to take into account interests 
of others besides those who would make 
the proposed rate.”’ 
ee 9 me 
New Corporations 
The Independent Beef Co., at Cam- 


den, N. J., to deal in soaps, oils, ete. 
Capital, $100,000. Incorporators :—Jo- 
seph F. Cotter, F. R. Hansell, George 
H. B. Martin. 

The Ellicott Lead & Zine Co., at Buf- 
falo, N. Y. Capital, $100,000. Directors: 

Roy W. Taylor, Wilbur Munger, Wil- 
liam F. Rosner, John B. Hans, Frank 
A. Taylor, Ella Munger, Melvina Smith. 

The Wenck Perfumes Manufacturing 
Company, at Washington, D. C. Capi- 
tal $100,000. Incorporators:—Frank O. 
McCormick, George J. Wenck, William 
R. Smith, George P. Hart, E. E. Poe, 
George Poe, M. E. Hart. 

The Farmers’ Oil and Manufacturing 
Company, at Camden, Ala., to produce 
cottonseed product. Capital, $30,090. 
Directors:—W. R. Alford, W. J. Bon- 
ner, B. M. Miller, S. J. Erwin, W. B. 
Jones, John F. Melton, W. J. Primm. 


The Enterprise Glass Co., at Jersey 
City, N. J., to manufacture glass bot- 
tles and demijohns. Capital, $100,000. 


Incorporators:—George W. Romaine, 
Marcus A. Goodwin, William G. Conk- 


lin, Edward Ashforch, Kenneth K. Me- 
Laren, 

—_— > + << - 
Proposed Russian Duties. 
Russia has a new customs tariff com- 
piled ready for use when needed. The 


following alterations affecting articles of 


our trades have been made, but neither 
the new tariff nor the amendments have 
vet become operative: 


Animal fat, oils of animal origin—(1) 
Animal fat, not separately specified, con- 
taining not more than 5) per cent. of free 


fatty acids; provided that fat conse 
more than 30 per cent. of free fatt! ids 
shall not exceed 42 deg. C., according to 
Dalican’s test, pood gross, 75 cop.*; (2) 
train oil or fish oil (of whales, seals, ete.), 
unclarified; blubber or yastik: spermaceti, 
unclarified, pood gross, 1 rbl. 12% cop.*; 
(2) oleine, oleic acid, soush (hard fat 
tuined by pressure), either raw or melted; 
fat which has undergone chemical decom- 
position, degras, pood gross, 1 rbl. 80 cop.*: 





ob- 





(4) spermaceti, refined, palmatin, stearin 
pood gross, 2 rbl. 55 cop.*: 6) oils of ani- 
mal origin, of all kinds not separatel) 
specified (bone oil, sperm oil, transparent 
fish oil, lanolin, ete.), pood, 3 rbl. 30 cop.*; 
white lead and zine white, pood, 1 rbl, 40 
cop red lead, pood, 1 rbl. 15 eop. 

With surtax « 20 per cent imposed hy 
im] il decree of July 21, 100 
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Bone Grease an Unenumerated 
Article, 


of the 


Sssment oft 
Customs at the pert of 
tjoard of General Ap- 
the following de- 


Ir the 
Niven against 
the Collector 
Niagara Falls, 
praisers have 
cision: 

This protest 
of forty-four barrels of grease 
into the port of Niagara Falls. 
chandise is described in the 
“leather dressing grease.”’ It 
turned by the examining officer 
mal grease oil,” and duty was 
thereon at the rate of 25 per 
valorem under the provisions of para- 
graph 3 of the tariff act of 1897 Pro- 
testant claims that the merchandise is 
entitled to free entry under the provisions 
of paragraph 568 of said act leather 
dressing Said protestant was only con- 
signee of the merchandise to the port of 
entry for the purposes of transportation. 
The owners and ultimate consignees 
thereof were George F. Taylor & Co., of 
the City of Newark, in the State of New 
Jersey. 

On the 
before the 
ronto, were 


protest of TI. Me 
duty by 


matter 
the asse 
of 
the 
rendered 


classification 
imported 
The mer- 
Invoice as 
Was fre- 
“ani- 
assessed 


cent. ad 


involves 


as 


hearing two affidavits, verified 
United States Consul at To- 
offered in evidence (Exhibits 
A and B), one by John B. Harris, a mem- 
ber of the exporting firm, in which he 
avers that said grease is ‘the crude 
product of bone. unfiltered and unpressed 











ond is used in Canada solely for leather 
dressing, and is at present, and has been 
for many vears, used for such purpose 
here,”’ and the other by Thomas A, What 
ton, a representative of said exporting 
firm, in which he avers that the merchan- 
dise “is a crude grease, sold to the tan- 
ners for leather dressing in tanneries, and 
I have for vears been selling same qual 
ity as herein mentioned solely for that 
purpose."* 

The said paragraph under which free 
entry is claimed reads as follows 

MS, Grease and oils (excepting fish oils) 

h as are commonly used in soap 1 

in wire irawing, or for stuffing or dressi 
eather ind which are fit only for such uses, 
and not specially provided for in this act, 
Even though the said affidavits were 
ithe oniy evidence before us, and they 
were given weight equal with like test’ 
movy submitted orally before the boar, 
the statements therein contained would 
not be sufficient to warrant a finding in 
favor of the protestant’s claim In view 
of the words ‘and which are fit only for 
such uses,”’ contained in said paragraph 
we would feel constrained to hold that 
the proof was not sufficient to establish 
that the merchandise was fit only for 
stuffing or dressing leather 

George F. Taylor, a member of the im 
porting firm of G. F, Taylor & Co., testi- 
fied as to the character of the mer 
ehandise and the purposes for which it 
was imported, as follows 

Q. What was the nature or character of this 
grouse? \ Well the grease to my notion 
was a crude oil or grease, and T bought it for 
the purpose f a refiner of oil and sold it as 
such 2 
QO. Have you ever known this grease or ofl 
in the condition in which it was imported 
used for dressing leather? A T am not fa 
miliar with that; all such crude oils as that I 
have sold for oil refiners to be repressed and 
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refined, but I believe it ig used for such a pur- 
pose, but not from my knowledge. 

Q. Well, have you ever known this oil to be 
used for any purpose at all without being re- 
fined? A. No; I have not, 

This witness, in explaining the affidavits 
(Exhibits A and B), said:— 

You will notice that this is called tanners’ 
grease or something of that kind. The fact is, 
this is a grease or crude oil or what they use 
it for; we sell it for what purposes it is suited 
for, and we sold it for the purpose of refining 
and making oil of. There is no use trying to 
obviate that point at all, but it is unfit fer 
other purposes—it has got to be refined before 
it can be used as an oil, 

On the record before us we find that 
the claim in the protest is not well 
founded, and it is equally clear that the 
collector’s classification was erroneous. 

We find the merchandise to be similar 
in character to that passed upon in G. A, 
1121 (T. D. 12349), and it is therefore prop- 
erly dutiable as a nonenumerated manu- 
factured article at 20 per cent. ad valorem 
under section 6 of said tariff act of 1897. 

The protest is overruled without affirm- 
ing the decision of the collector. 
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(Special Correspondence to the Reporter.) 


Freight Discriminations, 
Washington, Sept. 2, 1904, 

There have been some interesting de- 
velopments in the matter of the com- 
plaint of the Fred G, Clark Company, of 
Cleveland, O., against the Lake Shore & 
Michigan Southern Railway and other 
roads, that a discriminating freight rate 
is charged upon grease made from petre- 
leum, which is much higher than the 
same rate on other kinds of grease, when 
shipped from Warren, Oil City and Pitts- 
burgh to Boston and Boston points. The 
details of this complaint have heretofore 
been set forth in this correspondence and 
have attracted general attention. 

tecently the Commission was advised 
that a representative of the complainant 
company had heen approached by an offi- 
cial of the defendant railroads, who stated 
that he had been in consultation with the 
officials of the other roads, and that as 
agreement had been reached that, if the 
Clark Company would withdraw its peti- 
tion, the railroad would grant the specific 
request embodied therein and allow the 
minimum rate of 20% cents per hundred 
pounds on petroleum instead of 
the rate of 2914 cents previously charged. 


grease 


The Clark Company made no definite 
reply to this overture, but took the mat- 
ter up with the Interstate Commerce 
Commission. They stated that the fact 
is that the fifth class rate to Boston and 
common points is 20% cents, and that 
petroleum and its products in car lots 


should go in this class and consequently 
receive this rate. The railroads, however, 
put mineral oil in a special class at a 
higher rate. The shippers claim that the 
railroad companies, in placing these com- 


modities urder a special rate should not 
make it higher than the classification 
rate; neverthsless, the New York, New 


Haven & Hartford Railroad refuse to ac- 
cept a pro rata to Boston and common 
points on mineral oil and its products, 
but add an arbitrary local rate, which 
makes the charge 29% cents. 

The Clark Company further state that 
they do not desire any better rate than 


is granted to other shippers, and that the 


proposition of the railroad officials to 
make the rate 2042 cents would seem to 
meet the specific request of the petition; 
nevertheless, such an arrangement does 
not give the shipper in general any as- 
surances that he will get his just rights 
in similar cases. It is suggested, there- 
fore, that the position in the case be so 
broadened as to require the roads to 
make the same satisfactory rates to all 
shippers of petroleum and its products 
to the common points referred to. 


In reply to this communication the com- 


mission has written as follows:— 

“The petition should not be withdrawn upon 
the mere offer of the defendant railroad eom- 
panies to afterward afford relief. The proper 
course is that the railroad companies make the 
necessary change in the tariffs, whereupon 
they will be entitled under the law and the 
rules of the commission to a dismissal of the 
complaint. 

“It is not seen how your interests will be 
served by amending the complaint so as to 
bring in the demand of a reduction of the rate 
on petroleum and petroleum oil to Boston and 
Boston points and, moreover, as that calls for 
a different course of action, the defendant 
might perhaps rightfully raise the point that 
such an amendment should not be allowed, 
Your better course would be to obtain the re 
lief demanded in the present complaint and 
then at the proper time if your negotiations 
fail, bring the complaint in relation to the rate 

petroleum 


the pending negotiations will 
settlement of this question and 


Whether 
lead to the 


to the establishment of a general satis- 
factory rate on petroleum and its prod- 
ucts cannot now be foreshadowed, but the 


defendant railroads have thought it wise 
to file answers, and thus be prepared to 
meet the The reply of the Pennsyl- 
vania road has heretofore been published 
That of the New 
River Company 


Issue, 


in these 
York Central & 


dispatches. 
Hudson 


ind of the Lake Shore & Michigan South- 
ern have been received by the commis- 
sion The first named road, while dis- 
avowing any knowledge as to the charac- 
ter of the business of the complainant, 
admits its own liability as a common car- 
rier, subject to the provisions of the In- 
terstate Commerce law, and continuing 
its answer, says:— 

“Third, that Official Classification No, 25, to 
which the defendant is a party, makes grease 
not otherwise pecified in boxes or barrels, in 
carloads, fifth class, and includes petroleum 
grease for the reason that the same is not par- 
ticularly specified in the classification. : 

“That the fifth class rate from Warren, Oil 
City and Pittsburgh to Boston and Boston rate 
points, among which is East Walpole, Mass., 
is 201, cents per hundred pounds, but that the 
defendant, the New York, New Haven & Hart- 


ford Railroad Company, declines to join in such 


through rates on petroleum and its products, 
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and by exceptions properly filed provides for 
the handling of such commodities on its line 


on the basis of local rates. 


“Fourth, it denies that it is exacting, unjust 
unreasonable rates of transportation; it 
denies that it is subjecting complainant as a 
dealer in grease made from petroleum, and the 


and 


traffic in grease made from petroleum, to un- 
just discriminations and to undue and unrea- 
sonable prejudices and disadvantages, and it 


denies that it is giving to the traffic in grease 


N. O. S. an undue and unreasonable preference 
and advantage; it denies that in any or either 
of these respects, or in any otherwise, it is 
violating Sections 1, 2 and 3 of the act to regu- 
late commerce or any provision of said act. 

“Fifth, as to and concerning all and singular 
the allegations of said petition not hereinabove 
admitted or denied, this answering defendant 
has no knowledge or information whereon to 
form a belief as to the truth thereof, and 
therefore denies the same.’’ 

The Lake Shore & Michigan Southern 
in its answer admits its knowledge of the 
complainant's business and also that, as 
a common carrier, it is subject to the In- 
terstate Commerce law. The substance 
of its answer is practically identical with 
the reply of the New York Central & 
Hudson River Railroad Company given 
above. 

The commission will decide in a few 
days when this case shall be heard, the 
question depending largely upon the 
progress made in the current negotiations. 


—_————_o > 





(Special Correspondence to the Reporter.) 


Classification of Borax Products. 


Washington, Sept. 2, 1904. 

The Treasury Department has reached 
a final decision with regard to the ques- 
tion as to whether a test shall be brought 
in the courts to determine the propriety 
of the decisions heretofore rendered by 
the Board of General Appraisers and the 
inferior courts and approved by the 
United States Circuit Court of Appeals 
in the case of Hempstead vs. Thomas, 
involving the dutiable classification of 
certain borax products. The subject has 
been canvassed at great length, its tech- 
nical features have been investigated by 
the ablest experts in the government 
service, and after full deliberation it has 
been decided to take no further action, 
but to accept the decision of the Circuit 
Court of Appeals, which was adverse to 
the government, as binding upon all col- 
lectors of customs in the classification of 
similar products. Domestic interests have 
taken an active part in pressing this mat- 
ter upon the attention of the department, 
but while careful consideration has been 
given to all representations thus made, 
the logic of the court’s ruling is believed 
to be so unassailable as to foredoom to 
failure any further attempt to secure a 
decision in favor of the government. 

The chief point in controversy in this 
case involves a broad principle which has 
a bearing upon other provisions of the 
tariff act than those immediately in ques- 
tion. The merchandise involved in the 
suit of Hemstead vs. Thomas was 
borate of manganese, and the principal 
point discussed was whether the term 
“borate materials’’ as employed in para- 
graph 11 of the tariff act was properly ap- 
plicable to raw materials such as ores, 
etc., or could be extended so as to cover 
any article containing an appreciable 
quantity of boric acid. It was conceded 
that the importation under consideration 
contained boric acid, but it was claimed 
that it was in no sense a raw material, 
but rather a chemical compound and as 
such dutiable under paragraph 3 of the 
tariff act. The Court of Appeals, after 
discussing the case at some length, stated 
its conclusions in the following terms:— 


‘*The classification of the importation in this 
ease turns upon the meaning of the words 
‘other borate material,’ as used in paragraph 
11, above quoted. There is apparently con- 
fusion in the use of the word ‘material’ by 
both the Board of Appraisers and the court. It 
is sometimes used by them as the equivalent of 
‘substance’ or ‘article,’ without reference to 
its real meaning as the substance or matter 
of which anything is made or to be made. 

‘“‘Borate of manganese is shown by the tes- 
timony to be an article not found in nature, 
but manufactured from the raw materials, bo- 
rate of lime or borate of soda, which are found 
in nature. Borate of manganese, therefore, is 
purely a manufactured article—as stated above, 


a chemical compound of boracic acid and 
manganese. 

“Is this borate of manganese a ‘borate 
material,’ within the meaning of paragrph 11 


of the tariff act of 1897? We think not As 
the only borate material specifically mentioned 
in paragraph 11 of the tariff act of 1897 are 
the borates of lime and soda, the meaning of 
‘other borate material,’ used in conjuction 
therewith, must on the principle of noscitur a 


sociis, be determined with reference to these 
substances. Borate of lime and borate of 
soda are the principal raw materials from 
which borax and boracic acid are obtained. 
There are other borate materials, such as 
Tuscan crude boracic acid, tincal, boro-nitro- 
calcite, boracic acid crystals, and tisa, from 
which borax and boracic acids are manufac- 
tured. They are all crude raw materials 
found in nature, and are of a _ character 


similar to borate of lime and borate of soda, 
but borate of lime and borate of soda seem 
to be the principal borate materials from 
which borax and boracic acid are obtained, 
as they are found in nature in enormous quan- 
tities. Borate of manganese, on the other 
hand, as we have seen, is not found in nature, 
but is a manufactured product, obtained from 
the raw materials, borate of lime, borate of 
soda and manganese. Thus manufactured, it 
contains, of course, boracic acid in varying 
proportions from 10 to 30 per cent., the same 
being useful only as a vehicle for the man- 
ganese, and when eliminated is waste product. 
It is true that, chemically, borax and boracic 
acid can be obtained from the borate of man- 
ganese, but it is not true that, commercially, 
they can be so obtained. It is in evidence that 
borax sold for 8%4c. per pound, and .boracic 
acid for 16 cents per pound, while it would 
cost at least $1 per pound to produce borax 
or boracic acid from borate of manganese. 
It is also testified that, apart from the cost, 
boracic acid so obtained would not be a 






commercial article, on account of the stain 


produced by the manganese. 

“We think, therefore, that it is clearly es- 
tablished by the evidence contained in this 
record, that borate of manganese is not, prac- 
tically or commercially, a borate material. - It 
is itself a product of the borate materials 
mentioned in paragraph 11 of the tariff act 
referred to."’ 

The Treasury Department acquiesced in 
the decision of the court above quoted, 
but has since been induced to consider 
the advisability of bringing another case 
involving perhaps some other’ borate 
product with a view to securing a ruling 
of the highest court as to the scope of 
the term ‘“‘material.”” In urging the de- 
partment to bring this question again be- 
fore the courts it has been contended by 
those interests that desire that higher 
rates of duty should be levied upon all 
borax products that the Court of Appeals 
failed to properly analyze the testimony 
presented by the government, and in this 
connection the following extract from the 
government’s brief is quoted:— 


“The 
material in 


importer contends, however, that the 
question is not borate material; 
first, because it is a manufactured product; 
second, because of the ex parte affidavit of 
F. Bockel and Otto Hoffner, who represent 
the manufacture of this material, in the 
shape of a letter to the importer, in which 
they give as their opinion that the classi- 
fication of borate of manganese given by the 
Collector of Customs under our tariff law 
was erroneous: third, because the anhydrous 
boracic acid is not the component of chief 
value in said material, as in the only use 
to which borate of manganese is applied 


anhydrous boracic acid has no practical or 
chemical effect. 

“In regard to the first reason it may be 
said that there is nothing in the act to 
limit the meaning of the words ‘borate ma- 
terial’ to a product of nature, and it is sub- 
mitted that a consideration of the object of 
the act gives no reason for such a supposi 
tion, if. as we contend, the object of said 
act was to impose a duty upon boracic acid 
and it compounds, 

‘As to the ex parte affidavit of the foreign 
chemists, who manufacture this borate, and 
are naturally desirous of securing its free 
importation into this country, little need be 
said beyond reference to that fact. An ex 
amination of this affidavit shows that it is an 


construction of a 
Congress, and such 


opinion upon the 
paragraph in an act of 
an opinion from such a source should have 
no weight against the practical finding of 
the experts employed here to pass upon the 
proper classification of imported merchandise. 
‘‘In answer to their third reason it may be 
said that there is nothing in this Paragraph 11 
that refers to the component material of chiel 
value, its object being to tax borate material 
in proportion to the amount of boracie acid 
contained therin, as it provides a duty of four 
centsa pound when more than36per cent. ofsuch 
acid is contained in the imported merchandise, 
and three cents a pound when less than 36 
per cent. is found therein, and therefore, the 
relative value of the component parts of this 
borate material has no bearing upon the con- 
struction of this paragraph. 
Should the court, however, consider the 
component parts of this merchandise to he a 
material question it is submitted that the tes- 
timony given in this case clearly establishes 
that the anhydrous boracic acid is the com- 
ponent of chief value, as the importers’ ex- 
pert testified that the highest amount of man- 
ganese found in the sample submitted to him 
was 15 per cent., and that the market of such 
manganese was four cents a pound, whereas 
the highest amount of boracic acid found in 
said material was as high as 30 per cent. of 
the combination, and the market value of such 
acid is sixteen cents a pound.’’ 


proper 








Those who favor the bringing of a new 
test case also notice the contention that 
boracic acid as it exists in the combina- 
tion known as borate of manganese has 
no practical value, for the reason that it 
cannot be commercially extracted there- 
from on account of the expense and that 
in the only use to which this borate of 
manganese is put, namely, as a drier in 
the manufacture of varnishes, the anhy- 
drous content therein has no chemical 
effect. In reply to this suggestion, it is 
stated that this attempted distinction 
“overlooks the facts that the only known 
use of borate of manganese is as a drier 
in the manufacture of a special kind of 
varnish, and that no other combination 
will accomplish the same effect.” 

All of the contentions set up by those 
favoring the bringing of another case 
were recently referred to one of the most 
accomplished chemists in the customs 
service, who, after a careful investiga- 
tion, has reported against any further at- 
tempt to change the classification as laid 
down by the court in the Hempstead case. 
This report is of special interest for the 
reason that it discusses very discriminat- 
ingly the question of the proper applica- 
tion of the term ‘‘material’’ as applied to 


chemical products throughout the tariff 
schedules. The substance of the report is 
as follows:— 

“In my opinion the whole gist of the case 
is to be found in the significance given to the 
term ‘borate material’ in paragraph 11. An 
inspection of the recent volumes of Mineral 
Industry leads to the conclusion that borate 
material, borate ore and borate mineral are 


practically interchangeable terms, whether the 
words are actually used together or the con- 
nection inferred. Volume VIII., page 64, re- 
fers to low-grade boric ores and to colemanite 
as raw material for borax and boric acid fac- 
tories; also to colemanite and pandermite as 
ore. The same terms are employed in Volume 


IX., pages 57 and 58, where borate deposits 
are mentioned, also low-grade ores, low-grade 
borate muds and low-grade borate clays. 


Volume X., page 66, refers to calcium borate 
ores and borate bodies, and to a crude mineral 
containing from 5 to 20 per cent. of boric acid; 
page 67 also mentions calcium borate both as 
a crude mineral and as an ore. Volume XI., 
page 70, refers to colemanite both as an ore 
and as a material, and page 71 to borate mud 
as a crude material and as an ore. Instances 
of similar use of the terms ore and material 
could easily be multiplied, but in my opinion 
the term borate ore is more technical in char- 
acter, while the term borate material would be 
more liable to be employed in current speech 
and by non-technical persons. 

“In order to test the correctness of my view 
as to the significance of the term borate ma- 
terial, I addressed an inquiry to Dr. C. F. 
Chandler, which he answered by saying that 
he should understand that a borate material 
was something from which borates may be 
manufactured either crude. such as borate of 
lime or crude borax, or of a possible use as 
applied to natural products which had been 
concentrated in some way. Dr. Chandler’s 
opinion on a question of this character is sec 


ond in value to none and is independently in 
accord with the opinion of the U. 8. Cireuit 
Court of Appeals. Examining the language 
of paragraph 11, which provides for ‘borates 
of lime or soda, other borate material not 
otherwise provided for’ according to the con- 
tents of anhydrous boracic acid, it becomes 
of interest to inquire into the nature of the 
borate materials or borate ores of industrial 
importance. While the borates of lime and 
soda are the most abundant, others are also 
known and enter into commerce in sufficient 
quantity to give meaning to the words ‘other 
borate material’ of the law. Boracite, 4 com- 
pound of boric acid and magnesium chloride, 


is produced in Chili and Germany, and also 
in Turkey. Other borate minerals are known, 
but not of any great importance at present. 


“Coming now to the discussion of the views 
presented in the memoranda submitted to me, 
I would briefly give it as my opinion that they 
contain nothing of sufficient importance to war- 
rant disturbing the decision of the Circuit 
Court of Appeals. One mémorandum devotes 
itself to discussing the tariff significance of the 
term ‘borate materials,’ and reaches the con- 
clusion that all salts of boracic acid are pro- 
vided for in paragraph 11. With this con- 
clusion I cannot agree and to show to what 
it would lead I have prepared a list of borates 
and similar salts and the prices at which they 
are listed, which clearly indicate that duties 
of 3 or 4 cents per pound are entirely inade- 
quate. If all borates are provided for in para- 
graph 11 it becomes a most specific provision, 
and it is hard to see how many high-priced 
alkaloids in the form of borate could be ex- 
cluded for its provisions, 

“The discussion as to whether boric acid is 
a borate material or not appears to be unprofit- 
able, as boric acid is provided for by name in 
paragraph 1. As obtained in nature, it re- 
quires to be concentrated and enters commerce 
at a strength of over 70 per cent. Certainly 
its identity as boric acid is not a matter of 
any possible doubt nor its classification. I can 
not see much profit in suggesting other and 
various readings of the law in discussing com- 
ponent material of chief value, similitude, il- 


lustrations and analogies, when the law uses 
plain terms. It is manifest that borate of 
manganese is classifiable either under para- 


borate 
and 
intents 


for if not a 
chemical salt, 
and 


graph 11 or paragraph 3, 
material it is clearly a 
similitude, component materials 
are, in my opinion, immaterial. 

“I might add that from the time of the en 
actment of the present law, I always had a 
very clear idea of the distinction between ma- 
terial and product, and between borate ma 
terial and borate product, and was always of 
the opinion that manganese borate was a 
borate product and not a borate material, since 
it is in a finished stage of manufacture.”’ 


These views have been adopted by the 
department asd consequently the project 
to bring a new case to further the 
questions involved has been abandoned. 


test 


—_ ee “- 
(Special Correspondence to the Reporter.) 


Production of Fluorspar. 
Washington, Sept. 2, 1904. 

A considerable falling off in the quan- 
tity of fluorspar produced in 193 as com- 
pared with that of 1902 is recorded in the 
annual report of the United States Geo- 
logical Survey, which has just been com- 
pleted. This product is largely used in the 
preparation of hydrofluoric acid and also 
for the manufacture of opalescent glass, 
for which it is now regarded as essential. 
The report also chronicles the fact that 
in 19088 there was no production of cryo- 
lite, an article largely employed for the 
Same purposes for which fluorspar is 
used, and also in the manufacture of 
aluminum and sodium salts. 


The total fluorspar in 1905 
as 42,523 short $215,617, a 
of 5,495 tons in quantity and of 

\ in value, as compared with the pro- 
duction (48,018 short tons) and value ($271,- 
832) in 1902. 
The average price received for lump fluor- 
spar was $4.28 a ton, which is 91 cents less 
than the average price ($5.19 a ton) received 


production of 
tons, valued at 


















for lump fluorspar in 1902. This prevailing 
low price will account to, some extent for 
the quantity of ffuorspar still held by the 
producers. The average price received for a 
ton of ground fluorspar was $9.99, an in- 
crease of 1 cent a ton, as compared with 
the average price ($9.98 a ton) received in 
1902. 

The number of producers of fluorspar in 
1902 was 18; the number who reported pro- 
duction in 1903 was 12. These included 1 in 
Arizona, 4 in Illinois, 6 in Kentucky and 1 


There were 4 producers in 
Arizona and 1 in Illinois 


in Tennessee. 
Kentucky, 1 in 


who reported production in 1902, but none 
in 1908. Kentucky's production, valued at 
$153,960, was nearly three times as much as 


that of all other States. It showed an in- 
crease of $10,550 in value over the production 
of 1902, which was due to an increased pro- 
duction of ground fluorspar. Illinois, Ari- 
zona and Tennessee, on the other hand, 
showed a marked falling off in production, 


les the 12 producers of fluorspar, there 
4 companies in Kentucky and 1 in Illi- 
nois that were developing fluorspar properties 
in 1908 and expect to become producers of 
this mineral in 1904. 
There was no production of eryolite in the 
United States during 1908. It has been found 
at a number of localities, but nowhere in 
commercial quantities. All of the cryolite 
used in this country is imported from Green- 
land, where the production is controlled by 
the Danish Government, which also limits 
the exportation. The cryolite imported into 
the United States is used principally in the 
manufacture of aluminum and sodium salts. 
Coincidentally with the completion of the 
Geological Survey’s report on the production 
of fluorspar in 1908 the United States Census 
Bureau has finished a census of the indus- 








try, in which special attention is given to 
the commercial and financial phases of this 
branch of mining enterprise The follow- 


ing is an abstract of this report: 

The first census statistics for fluorspar were 
collected at the Eleventh Census, and these 
are compared with the statistics for 1902 in 
the following table: 





1902 1884. 
Number of mines.... 22 Ores 
Number of operators. 18 TS ae 
Salaried officials, clerks, etc 12 . 
BOIMTIOR wrcciscece 5 27,311 ° 
Wage-earners o 269 
WOES cisiucs - $110,002 
Contract work $300 


Miscellaneous expenses 


$23,602 


Cost of supplies and ma- 

ROPIOIS Ao iagie 66:44:04 $31,374 
Product 

Quantity, short tons,..... 48,818 


EE Noe on hula wing 6 aso biad 0% $275,682 


*Not reported. 
than one-tenth of the 
and about one-fifth of the entire value re- 
ported for 1902 represent the product pre- 
pared at the mine for the market, the prep- 
aration consisting of drying and grinding, in 
addition to the usual washing. 

Of the 22 mines in 1902, 14 were in Ken- 
tucky, 5 in Illinois, 2 in Arizona and 1 in 
Tennessee. The product has increased from 
9,500 tons in 1889 to 48,818 tons in 1902, or 


Less 


total quantity 





over fivefold, and the value from $45,835 to 


$275,682, or over sixfold. In these twelve. 
years Illinois, which was the only State 


producing fluorspar commercially in_ 1889, has 
increased its production from 9,500 tons, 


valued at $45,835, to 18,860 tons, valued at 


$123,000, or 98.5 per cent. in amount and 
168.4 per cent. in value. One mine in Ken- 
tucky was reported idle in 1902. At two 
mines in Illinois development work was 
done, 


The 22 productive mines were controlled by 


18 operators—2 individuals, 2 firms, and 14 
incorporated companies. Of these corpora- 


tions 9 were located in Kentucky, 3 in Illi- 
nois and 1 each in Arizona and Tennessee. 
From 1882 up to 1887 the annual production 
of fluorspar was only 4,000 or 5,000 tons. In 
the next few years the production increased 
considerably, reaching 12,400 tons in 1893. 
Then it fell off to 7,500 tons in 1894 and to 
4,000 tons in 1895, thus reaching the figure 
at which it stood in the years 1882 to 1884. 
The year 1896 marked the beginning of a 
second period of increasing production, which 
appears to be still in progress. In 1899 the 
production was 15,900 tons, which was more 
than double that of the preceding year. 
But the most remarkable increase was in 
the year 1902, when the quantity produced 
showed a gain of 28,432 tons, or 143.2 per 
cent. over that of the preceding year, and 
the value of the product, a gain of $158,029, 






or 9 per cent. 
The average value of fluorspar per ton 
has varied from $4 to $8. The average was 


exceptionally high in the years 1896 to 1898, 
inclusive, reaching $8.21 in 1898. In 1902 it 
was $5.66. The prices reported for that fear 
varied from $2.86 to $11.50 per ton, this 
higher value being obtained for the fluorspar 
mined in Arizona, which was used in Cali- 
fornia. 

Until 1898 the only sources of fluorspar in 
the United States were the mines in Hardin 
and Pope counties, in southern Illinois, but 
during that year deposits were opened in 
Livingston and Crittenden counties, Ky., and 
in 1900 in Smith, Trousdale and Wilson 
counties, Tenn., and in Yuma county, Ariz. 
All these States were producers of fluorspar 
in commercial quantity in 1902. The mineral 
has been found widely distributed through 
out the United States, but thus far it is 
only in the four States mentioned that it 
has been found in sufficient quantity for 
commercial purposes, 

In the fluorspar deposits of Illinois and 
and Kentucky there is known to be a very 
large supply of this mineral, capable of 
meeting the demand for many years. 
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London Linseed Market. 


There has been a considerable business 
passing in Calcutta seed for London, Sep- 
tember-October and October-November 
shipment, at a decline since Friday of 6d. 
per quarter, but yesterday the tone was 
tirmer, and half the decline was recov- 
ered; near positions are about unchanged, 
although very few transactions have 
transpired. For Hull several hundred tons 
of Calcutta, shortly due, sold at 34s. Ger- 
many has also bought a fair quantity for 
distant shipment at about 6d. decline from 
last Friday’s prices, but otherwise there 
has been little doing. Bombay, which is 
relatively the cheapest description at the 
prices now ruling, is about unchanged. 
Plate is still held too high and attracts 
very little attention. <A plate sailer afloat 
sold for a Continental port at 33s. 9d. Oi} 
continues to meet only a poor demand, 
but prices are about unchanged on the 
week, the tone at the close being firmer. 

The exports from Russia were very 
small last week, and apparently the ship- 
ments from that part of the world will 





be on a very restricted scale during the 
next twelve months. Prices at Odessa 
have advanced about 10 per cent. since 


the beginning of July. 

The Argentine Linseed Crop.—Mail ad- 
vices of July 21 state that, owing to the 
low prices ruling at the commencement of 
the sowing season, farmers had intended 
to devote a much smaller area to linseed 
than in the previous year, but with the 
subsequent decided recovery in values, it 
was thought that farmers would be in- 
duced to sow considerably more than 
originally intended. As pointed out many 
weeks ago, the agricultural conditions 
last year were very favorable throughout, 
and as a consequence thereof the yield 
per acre was above the average, so that 
under almost any circumstances the prob- 
abilities are that this year’s crop will not 
equal the previous one. Our cable this 
morning states that weather conditions 
continue quite favorable for the growth 
and development of the crops. The re- 
ceipts at the ports show a smart falling 
off. amounting to only 4,000 tons, against 


12,0 tons last week, and, 3,500 tons 
last year. The total shipments. to 
date amount to 814,000 tons (includ- 
ing 3.900 tons to America), and there 
are 20.000 tons at the ports, making a 


total of 834,000 tons, so that the shipments 


for the whole season will probably well 
exceed 900,000 tons, especially if agricul- 
tural conditions continue favorable for 


the growing crop. 
Present prices of linseed, compared with 
the last three years:— 













Argen 
tine 
r —Caleutta. ~ Aug. 
Aug.-Sept. shipment to Sept. to 
London. Hull. H'b’g. Hull 
s. d. s. d. s. d. s. d 
Now cab 34.5 : 34 6 33 6 
One week ag 3 34 6 33 9 
Month ago..... io ano 34 6 
One year ago ti 36 0 34 0 
Two years ago.. 6 oe 520 ewe 
Three years ago. 56 6 57 6 57 6 rr 
The shipments from the Argentine to 
Europe this week were 8,000 tons, and 


since January 1 amount to $810,000 tons, 
against 491,200 tons in 1905 and 311,600 tons 
in 1902. 

The shipments of linseed from India 
from April 1 to date amounted to 1,448,000 
quarters (Calcutta 896,000 quarters and 
Bombay 552,000 quarters), against 1,432,000 
quarters last season (Calcutta 917,000 quar- 
ters and Bombay 515,000 quarters), and 
1,141,000 quarters in 1902 (Calcutta 753,000 
quarters and Bombay 388,000 quarters). 

From Russia and the Danube the ex 
ports of linseed from August 1 to August 
13 have amounted to 4,000 quarters, against 
15,000 quarters in the previous year, and 
4,000 quarters in 1902. 

The shipments of linseed from all coun- 
tries last week amounted to 36,000 quar- 
ters for the United Kingdom (including 
orders) and 81,000 quarters for the Conti- 
nent, together 117,000 quarters (against 
105,500 quarters in the same week last 
year), making the total since January 1, 
2,160,000 quarters to the United Kingdom 
and orders, and 3,951,000 quarters for Con- 
tinent, together 6,111,000 quarters, against 
1,650,000 quarters for the United Kingdom 
and orders, and 2,876,500 quarters for the 
Continent, total 4,526,500 quarters, in the 
previous year.—Beerbohm’s Trade List, 
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PAINT MARKET. 


NOTE.—Our prices are for large lots except 
when otherwise specified, and buyers of 
small quantities must expect to pay an ad- 
vance on these figures. Complete prices 
current will be found on page 30, 








Saturday Evening, Sept. 3, 1904. 


No new developments or features of 
interest have come to the surface of the 
market and generally speaking trade is 
moderate, but on the whole season- 
able. Business during the month of 
August shows a fair increase compared 
with that for the previous month, 
which however was very light, but, 
however, not unusual for that month. 
Some manufacturers note a general 
quiet in dry colors, while others claim 
that business is up to general expecta- 
tions, with indications for a brisk fall 
demand. In mixed paints and colors 
in oil, trade is gradually improving and 
it is claimed that sales for the month 
of August have been the heaviest since 
the opening of the year, with promises 
for further increases in the fall. In 
metallic paints, the demand continues 
to be steady and manufacturers ex- 
press themselves as being well satisfied 
with the volume of business done dur- 
ing the month of August. The labor 
troubles have not as yet had any un- 
favorable influence on the market. 
Prices continue to rest on a steady 
basis and no changes in quotations are 
looked for during the balance of this 
year. The withdrawls on contracts for 
lead products show an improvement 
and pig lead has been advanced. 


White Lead, Zines, Ete. 


WHITE LEAD.—Since the month 
opened trade has materially improved, 
and with the vacation period about 
over from now on it is expected that 
general trade conditions will steadily 
improve. The only disturbing element 
is the labor troubles, which are still 
interfering with many building opera- 
tions in this section, and in a measure 
restricting the consumption of the vari- 
ous lead products. Outside of this sec- 
tion the labor agitation is less of a fac- 
tor. Deliveries upon outstanding con- 
tracts of lead in oil are being drawn 
upon more freely, preparatory to meet 
the wants of the fall trade, which so 
far promise to be unusually large, even 
though an exciting Presidential election 
is pending. Prices generally are 
steadier, and less cutting is heard 
around the trade. The advance in the 
pig metal may be reflected later on in 
a rise in the values of the manufac- 
tured product; for the present we quote 
64c. and upward, according to quan- 
tity and terms of sale, for the regular 
trade, the only exception being when 
some large consuming order comes in 
the market either for government use 
or for some of the various railroads. 
Then concessions are made according to 
competition and size of the order. Dry 
lead is in good request, both for prompt 
and for delivery up to October. During 
June and the early part of July deliv- 
eries fell off, but since then there has 
been a general increase, the average 
since the first of the year is in excess of 
last year for the same period. Prices 
remain steady at 5c. and upward, ac- 
cording to location, quantity and terms 
of sale. No change in foreign makes of 
lead in oil, the demand for which is of 
the usual jobbing nature, and is satis- 
fied at 9%c. and upward, as to quantity, 
make and terms of sale. 

RED LEAD.—No change in the sit- 
uation, which remains a steady one, 
with deliveries upon outstanding con- 
tracts being drawn upon rather more 
freely since the month opened. New 
business, however, is light, though a 
few additional sales of domestic are re- 
ported at 6%4c. and up, as to quantity 
and terms of sale. English is jobbing 
at 8@9c., as to grade and quantity, with 
more demand reported for glass-mak- 
ers’ grades for prompt delivery at 7c. 
and up, as to grade and quantity. Ger- 
man has sold fairly well for delivery 
over the month at 6l4c. for ordinary 
and 8%c. and up for extra grades, as to 
quantity and seller. 

LITHARGE.—The glassmakers are 
drawing freely upon their regular con- 
tracts preparatory to the lighting of 
the fires among the various factories 
which have been shut down during the 
summer months. The other large con- 
sumers, such as the rubber and oil- 
cloth makers. are fairly active and tak- 
ing over their usual amount of stocks 
for prompt, with additional sales re- 
ported for forward at prices ranging 
for domestic from 5%c. up to 6%c., ac- 
cording to grade, quantity and terms 
of sale. 

ORANGE MINERAL.—French _ is 
rather quiet for special brands at 114@ 
12c., and other makes at 104%c. and up, 
as to packing, quantity and terms of 
sale, but for year contracts of round 
lots a shade less is named. German is 
without special feature, except there is 
rather more inquiry for fall delivery at 
7@7%c. for ordinary, and 8%c. up to 
10%c. for extra grades, as to quantity 
and terms of sale. There is a steady 
increase in the deliveries of domestic 
since the month opened, with prices 
held steady at 8c. and upward, as to 
quantity, less the usual discount terms. 

PIG LEAD.—As __ intimated, the 





smelting company advanced prices 
early in the week, and are now quoting 
for 50 tons and over for prompt and 
for a limited quantity at 4.12%c. for 
common, and 4.224%c. for corroding 
grades, f. o. b. St. Louis. In the local 
market there is a fair demand at 4.20c. 
for common, and 4.32%4c. for refined 
for 50 tons and over. Second hands 
are selling a shade less for common. 
London cables soft Spanish at £11 
13s. 9d., and English at £11 17s. 6d. 
ZINCS.—There has been a decided 
improvement in the demand from the 
home trade since the month opened. 
Deliveries are not only going forward 
promptly, but additional sales are re- 
ported. The export demand, which had 
been rather quiet, is picking up, as is 
shown by our weekly exports. Prices 
remained steady at 45%@4%c. for the 
various grades of the New Jersey 
make, as to brand, quantity and terms 
of sale. As yet no change has been 
made in either French or German. 


Dry Colors, 
REDS. 


The demand continues seasonable 
and the movement of supplies for the 
week amounts to a fair volume, owing 
to the more settled and favorable 
weather conditions. We hear of no 
large contracts being made and the 
movement is principally confined to 
small parcels. Quotations remain firm 
for English vermilion at 75c. and up- 
ward; American, in bulk, at 65c. and 
upward, and in bags at 66c. Carmine 
is quoted at $3.60 and upward. Eng- 
lish venetian is quoted at $1.15 and 
upward and American at 50c. and up- 
ward, less discounts, according to qual- 
ity, quantity and terms of sale. 


BLACKS, 


Business continues of a satisfactory 
volume both in the way of withdrawals 
on contracts and booking of new or- 
ders. Manufacturers continue to quote 
on the basis of 4%c. and upward for 
commercial lampblack, less discounts, 
according to quantity, quality and 
seller. Carbons are quoted at 5c. and 
upward, and high grades at lic. and 
upward, less discounts, according to 
quality, quantity and terms of sale. 


BLUES. 

Trade throughout the week has been 
fairly good and for the month of Aug- 
ust the volume of sales are reported by 
most manufacturers as having been 
good and in excess of any month since 
the opening of the year. Quotations are 
being firmly maintained and manufac- 
turers continue to name for parcels of 
Malorie 29!%4c. and upward; Chinese at 
29c. and upward; Prussian at 27c. and 
upward, less discounts, according to 
quantity, quality and terms of sale. 
Soluble is quoted at 29c, and upward, 
less discounts, according to quantity, 
quality and seller. 

BROWNS. 

Aside from the usual movement of 
supplies into consumption and_ the 
booking of orders which amount to a 
fair volume, nothing of interest has 
transpired in this market. Prices have 
undergone no change and holders con- 


tinue to quote parcels of Italian 
siennas, burnt and powdered, at 3c. 
and upward. Turkey umbers, burnt 


and powder-4, are being offered at 2%ec. 

and upwara, less discounts, according 

to quantity, quality and terms of sale. 
GREENS. 

The market presents a quict appear- 
ance but the transactions for the week 
are considered as being fair for this 
time of the year and for the menth 
sales ure fully to the expectations cf 
most manufacturers, Prices remain sta- 
tionary and sellers continue to quote 
paireels of chrome, chemically pure. 
continues at 17c. and upward, less dis- 
counts, according to quality, quantity 
and seller. Paris green in bulk and in 
packages remains steady but nominal 
and quiet. Manufacturers continue to 
quote supplies in bulk at 11%@12c. and 
upward, and for supplies in one, two 
and five-pound packages at 12'c., half- 
pound packages at 13%c., and one- 
quarter pound packages at 14%c. per 


pound. 
YELLOWS. 

There have been fair withdrawals on 
unexpired contracts. Inquiries have 
been of a larger volume but no sales of 
importance could be traced and buy- 
ers still hold aloof from making con- 
tracts. Quotations remain stationary 
for parcels of chrome, chemically pure, 
at lic. and upward, less discounts, ac- 
cording to quantity, quality and terms 


SELLING AGENT FOR CHICAGO, 


EDWARD KEIR, 
39 River Street. 


Agents for 


Sisson Bros. 
Hull, England. 


Manufecturers of Crown Paris White, Patent Dryer, 
Ochres, Drop Black and Colors. 


PAINTS FOR GRINDERS’ 





OIL PAINT AND DRUG REPORTER 


J. Lee Smith & Co. 


& Co., 


11 








NEW DESIGNS 


MILLS and MIXERS 


For Grinding and Mixing 
all Materials. 


Factories Fitted Up Complete 
and Ready for Work. 


Y CHAS, ROSS & SON C0. 


As 4 = 
MANUFACTURERS, 


ae TT Lae 
x re = 


EEE 16, 18 & 20 STEUBEN ST 
GANG OF WATER COOLED FINE COLOR MILLS BROOKLYN, N. Y. 


Twenty Minutes from New York City Hall, via Bridge and Flashing Avenue Cars 


STRIKE AT THE ROOT! 


If your paint costs too much or if its quality is not 
right, there is no use pruning here and there at the 
selling, advertising and distributing end of the organ- 
ization. Get down to the root at once, and thus save 
time, trouble and disappointment. 


Standard Zine Lead White 


May be used effectively to replace all or a portion 
of the more expensive white base pigments, and it will 
improve the quality of your product while lessening its 
cost. Itis a legitimate zinc and lead compound sold for 
little money because it is an incidental product of the 
smelting industry. That we can afford to sell it at a 
comparatively low price is to our advantage and yours. 









Nots.—Both pigment and process are protected by letters patent, and any infringe- 
ment either by manufacture or use will be rigidly prosecuted. 


tme.. 


United States Smelting Co. 


CANON CITY, COLO. 


ene and Operated by 
THE UNITED STATES REDUCTION AND REFINING CO. 


E. H. HAINES, Soe Ageat for the Eastern and Middle States and Canada 


1401 Ashland Block, Chicago, III. 
THE GEO. F, EBERHARD CO., Pacific Coast Sales Agents, 12-14 Drumm St., San Francisce, Cal. 


Shipments made from Canon City, Chicago or San Francisco. 
PATERSON, BOARDMAN & CO., 
Importers and General East India Merchants. 


8 to 10 Bridge Street, New York, 





New Maritime Building, : ; ; . ‘ 


Plumbago, Kauri Gum, Manila Gum, Cocoanut Oil, Zanzibar Gum, 
Damar Gum, Etc. 


NORTH, EAST, SOUTH, WEST Goes THE OIL, PAINT AND DRUG REPORTER. 





59 FRANKFORT ST., and 
19 213 & 23 JACOB ST., 


NEW YORK. 


Agents for 


of The Hull & Liverpool Red Oxide Co., Ltd, 


Manufacturers of Double and Triple Crown Venetian Oxide, “AAAA" 
and other Venetian Reds, Indian Reds, Oxides of Iron, Crocus, etc. 


USE 


Ltd. 


IMPORTERS OF 


French and other Ochres, V. M. French Zinc, English B. . White Lead, China Clay, Vandyke Brown, Talc, Ete. 
Grinders of Turkey Umber, Italian Slennas, Golden Ochres, Bone Black, Ete. 




















We Manufacture 


NITRITE 
OF SODA 
PURIOY, & 


QUALIOY 


AND 


STRENGTH 
GUARANTEED 





National Lead Company 
(00 William Street, NEW YORK. 
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CARBON BLACK 
















CARBON CAS BLACK Cc 
GODFREY L “CABOT, LAMP BLACK CHARCOAL 
82 Water Street, BOSTON, MASS, U. S. A. aie ai sea 











DROP BLACK and PLATE BLACKS 


N. B.—Carbon Black {s also known ag Hydrocarbon Black, American Gas Black, 
Etc., Etc. 


Satin Gloss Black, Jet Black, Silicate of Carbon, etc. 
GRADES.—Eclipse [S], Eclipse [G], Elf [S], Elf [G], Sunset, Banner, etc. 
SHIPPING POINTS.—Saxonburg Station, Ridgway, Pa.; Creston, W. Va. 
STOCKS carried in New York, Chicago, San Francisco, St. Louis, London, Paris 
Hamburg, St. Petersburg, etc. 
WRITE FOR SAMPLES AND PRICES. 


CAWLEY, CLARK & CO., 


PULP AND DRY COLORS, 
STRONGEST CHROME YELLOW IN THE MARKET. 


20004088 














“WE ARGUE 


That it is better to buy a good Black 
at a fair price than a poor Black at 
any price.” 







High Grade Lamp Blacks, Carbon Gas_Blacks. 


DROP AND IVORY BLACKS, PLUMBACO, 


Coal Tar, Creosote Oll, Naphthalene, Anthracene, Pitch. 





BINNEY & SMITH CO. 


81-83 Fulton Street 






THE WEGELIN & WILCKES BLACK MFG. CO., 50 Cliff Street, New York. 


WAS BEO72472OOOS 7 OS O4884 7% 457 2 228 


NON-FADING REDS 


BRILLIANT, UNIFORM, STRONG. 


MORRIS HERRMANN ¢é CO. 


68 WILLIAM STREET, NEW YORK CITY. 
<OAMPLES AND PRICES ON APPLICATION. WE ARE MAKING A SPECIALTY OF A PARTICULAR HIGH GRADE 


OO) 0) Se OHV 5 9 dda) |peRSTAN OXIDE, ITALIAN SIENNA, #52 GRINDING OCHRE 
ie PAIN TSA MPLES as well as various other DRY COLOR s ae po 


KINSEY & JOHNSTON CINCINNATI,O. 
® Established 1844. @ 


Buck WHITE LEAD, 


MANUFACTURED BY 


Samuel H. French G Co. 


PHILADELPHIA. 


SEAVER & Co., MANUFACTURERS OF 
FINE IVORY AND DROP BLACK, 


For The Trade and Grinders’ Use. 
AMP AND CARBON BLACK 
120 MILK STREET, BOSTON, MASS. 


ES. BELKNAP—WeSHERRT & MORAN CO. 


cook ee ae teens | Le Oldest PUTTY ESTABLISHMENT i in the United sates 
EDWARD HILL'S SONS & CO. =| LAMP BLACKS 


71 Pine St. NEW YORK. |= 


Ceylon and Cochin Cocoanut Oil, Double Star Citronella, 
Caustic and Carbonate Potash, Opium, Arsenic. 






JOHN W. MASURY & SON, 


MANUFACTURERS 


PAINTS and VARNISHES 


NEW YORK and CHICAGO. 


Cc. K. WILLIAMS & CO. 


EASTON, PA. 





RECISTERED TRADE-MARK 


THE BEST RED MADE 


F.O. PIERCE COMPANY 


NEW YORK 


snow TT OLANITE 


150 Pulverized or Lump, 
TONS DAILY Substitute for Whiting, 
Equal to English Clay 


PHILADELPHIA CLAY MFG. CO. 





1M BULK AND Packacss 
OP UNEQUALBD QUALITY. 


We make Lamp Black of every grade and quality and will cheerfully 
submit prices and samples. No connection with any combimation. 


BIHN &@ WOLFF Co. 


Ketablished 1844. BRIDESBURG, PHILADELPHIA, PA 


VARNISH GUMS 


North, South, East and Weet goes the OIL, FAINT AND DRUG REPORTER. 
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112 Years of Good Paint-Making 


HARRISON BROS. & CO., 


MANUFACTURERS OF WHITE LEAD, COLORS IN OIL, DRY COLORS 








Trade Mark 


Chicago 


Ochers are quoted steady and 


of sale. 
and upward 


holders are naming 1c. 
for French. We hear of additional 
small sales for import. Domestic is 
held at $8.50 and upward, according to 
quality, quantity and seller. The strike 
of the dock laborers in Marseilles is 
spreading, and will in all probability 
hamper the shipments of ocher to the 
United States, 
Metallic Paints, 


Most manufacturers report the tran- 
sactions for the week as being of a sat- 
isfactory volume. Business throughout 
the month has also come up to the ex- 
pectations of manufacturers. Prices are 
being firmly maintained and sellers are 
quoting parcels of brown at $19 and 
upward and red at $16 and upward, less 
discounts according to quality, quan- 
tity and seller. 

Mixed Paints and Colors in Oil, 


The market for mixed paints and 
colors in oil shows a further slight 
improvement and manufacturers in 
most instances note an accumulation of 
orders which show a fair increase. The 
sales for the month have been of a 
satisfactory volume and are up to those 
for the same period last year. Pros- 
pects are brighter for an increasing de- 
mand as the fall season approaches. 
Manufacturers continue to quote pre- 
vious prices, less discounts, according 
to brands, and terms of sale. 


Miscellaneous, 


BARYTES.—The market shows a 
slight improvement and trading in car- 
load lots has been more active, re- 
sulting in fair sales of both domestic 
and foreign goods at prices within the 
quoted range. Holders are firm and 
continue to quote parcels of prime 
white foreign at $17.50 and upward, for- 
eign floated at $19 and upward, prime 
white domestic at $17 and upward, ac- 
cording to quality, quantity and terms 
of sale. Prime white floated domestic 
of the highest grades have undergone a 
radical change in prices, which has 
been brought about by two prominent 
concerns underselling each other, re- 
sulting in severe cuts. Parcels which 
brought as high as $18.80 per ton have 
been sold at $17. Further cuts are 
looked for. The price of domestic 
floated goods is nominal at $16.50@$17. 
Further details regarding the situa- 
tion will be found in the editorial col- 
umns of this issue. 

CHALK.—The only cargo afloat for 
this port is the steamer St. Ann, which 
vessel met a mishap and is shortly 
due here. A lot of 600 tons of Danish 
chalk arrived here on the steamer Lou- 
isiana, which had been sold prior to 
shipment. No tonnage has been of- 
fered in the past two months and no 
further shipments are being made, but 
notwithstanding this fact the market 
here is dull and nominal, owing to the 
large accumulation of supplies on the 
spot and the indisposition by buyers to 
make purchases. The standard grades, 
however, are quotably unchanged, but 
nominal at $3 and upward per ton, ac- 
cording to quality, quantity and seller. 

CHINA CLAY.—The position of the 
market remains unchanged and aside 
from deliveries on outstanding con- 
tracts, no sales of importance have 
been effected. Parcels of imported are 
being held at slightly higher prices and 
quoted at $12 and upward, according to 
quantity, quality and seller. Parcels 
of domestic are being held at $8.50 and 
upward, according to quantity, quality 
and terms of sale. The business trans- 
acted during the week has_ been 
mostly of a jobbing character. 

FULLER’S EARTH.—The market 
presents a quiet and uneventful ap- 
pearance and the business transacted 
for the week has been of a retail char- 
acter, Stocks on the spot are fairly 
large, but still holders are not urging 
sales and refuse to shade quotations. 
They continue to name 80@85c. per 100 
lbs., for lump or powdered, according 
to quantity, quality and terms of sale. 

PUTTY.—The principal manufactur- 
ers claim that the demand has been 


‘ TOWN AND COUNTRY 
FOR ALL PURPOSES, 


’? HOUSE PAINTS, READY-MIXED PAINTS 
VARNISHES, 


ACIDS, CHEMICALS 


Philadelphia 


Cincinnati New Orleans 





good throughout the week, and that 
with the near approach of cooler 
weather a_ steady improvement is 
looked for. The sales for the month 
have been of a satisfactory volume and 
fully up to 
last yenr. 
competition among manufacturers, 
prices are still held on their low level. 
Manufacturers continue to quote l\c. 


and upward for supplies in tins of 12% 
to 25 pounds each, and 24%c. and up- 


ward for tins of 1 to 5 pounds each, 


and bladders at 1% 
discounts, according to quantity and 
terms of sale. 

TALC.—Generally speaking trade in 
round parcels on the spot and for im- 


port continues to drag and few parcels 


of importance have been traded in. 
The business transacted throughout 
the month has been principally in 


small jobbing lots for immediate con- 
sumption. It is claimed by a number 
of importers that the margin of profit 


is small and consequently there is no 


room for any reduction in prices. Quo- 
tations remain steady and holders are 
asking for round parcels of American 
at 75c. and upward, according to qual- 
ity and seller. Imported parcels are 
offered at le, and upward, according to 
quality, quantity and terms of sale. 

TERRA ALBA.—We have nothing of 
interest to report in this article, and 
in the absence of buyers, trade is dull 
and featureless. Only small lots 
changed hands within the quoted range 
of prices. The spot supply is fair, but 
sellers are not inclined to shade quo- 
tations and are naming for parcels of 
American No, 1 at 60c. and upward per 
100 Ibs., and foreign parcels at 90c. and 
upward, according to quality, quantity 
and terms of sole. 

WHITING.—Strikes which are af- 
fecting the oilcloth and rubber indus- 
tries are in turn checking the move- 
ment of supplies into consumption, but 
it is claimed by leading manufacturers 
that other branches of trade are offset- 
ting the above-mentioned restrictions 
and that supplies are moving into con- 
sumption with more freedom. Aside 
from some cutting in prices by several 
independents, quotations are being 
firmly maintained, and manufacturers 
are quoting on the basis of 45c. for 
commercial, in lots of and over 500 
bbls., or 75 tons, and 48c. for lots of 
100 bblis., or 15 to 75 tons f. o. b. 


Glues. 


The demand continues to be season- 
able and considering the time of the 
year sales for the week are of a satis- 
factory volume, On or about Oct. 15, 
weather conditions permitting, plants 
in general will resume operations. 
The surplus stock of manufactured 
glue has been much reduced, and 
the balance, it is claimed, will be ab- 
sorbed before new glue will be manu- 
factured. Prospects are favorable for 
a good fall trade. Manufacturers con- 
tinue to quote parcels of extra white 
at 18c. and upward; white and brown 
footstock, llc. and 7c. and upward, re- 
spectively, according to quantity, qual- 
ity and terms of sale, Fish glue liquid 
is quoted at 55¢c.@$1.25 per gallon for 
supplies in bbls. of 50 gallons each. 

Varnish Gums, 


There has been more inquiry in the 
market for kauri gums, but no percep- 
tible increase in sales. Large buyers 
remain conservative, and it appears 
they will continue to be so throughout 
the next year. No business of impor- 
tance will be done until after the Presi- 
dential election. The outlook is prom- 
ising for an active business, owing to 
the strong statistical position of the 
markets here and abroad, Cables from 
Auckland note a very firm market, 
particularly for the ordinary grades, 
which are scarce. Damar remains un- 
changed and steady and prices at Ba- 
tavia are still above buyers’ views 
here. Copal is very quiet but quotably 
unchanged, 

Window Glaas, 


firm, higher, and in the 


Prices are 


those for the same time 
Owing to the continued keen 


ec. and upward, less 


Houston Kansas City 


St. Louis 


on all sizes above single and double 
strength. There are rumors of a fur- 
ther advance. The outlook for an im- 


advent of an increased demand a fur- 
ther advance would not be improbable. 
However, no increase in the demand 


is looked for until after the Presidential | Proved trade is not promising. For 
election. It is not expected that a gen-| further details see editorial in this 
issue. 


eral resumption of operations by fac- 
tories will set in before Oct. 1. The 
American Window Glass Company’s 
machine plants are turning out glass, 
but as the sizes turned out are small 
they cut no figure in the market. The 
demand here is very light, and it is 
claimed by jobbers that the volume of 
business thus far this year is about 
fifty per cent. below that of the same 
time last year. No news of interest 
has been received from manufacturing 
centers. The local jobbers’ association 
met and advanced prices 90 and 15 per 
cent. off the list price of Oct. 1, 1903, 
for the first and second bracket, single 
strength, and 90 and 5 per cent. off, 


TINNOL—A PASTE THAT STICKS 


No Rust Spots on Tin. No Peeling Off. No Discoloring of Labels. 
WRITE FOR SAMPLE AND PRICES TO 


The Arabol Manufacturing Co. !9Zill'em Street, 
Headquarters for SIZING, PASTES, GUMS and MUCILAGES for all purposes. 


MANUFACTURERS OF HIGH GRADE 


CASEIN©& 


SIMPSON, McINTIRE & CO., 27 S. Market St., Boston, Mass. 


WRITE FOR QUOTATIONS. 


Specialties for the Varnish Trade. 
AMYL ACETATE, REFINED FUSEL OIL, and SOLUBLE COTTON. 


MAAS 6 WALDSTEIN, 


MANUFACTURING CHEMISTS, 
107 Murray St., New York 


Silex Barytes 
Paris White Whiting 
China Clay Asbestine 
Rae Earth Clays 

Colors Minerals 





If you desire to be brought in con- 
tact with concerns who offer bargains 
which enter into the manufacture of 
chemicals, drugs, paints, dyestuffs, fer- 
tilizers, naval stores, varnish, white 
lead, cotton oil, linseed oil, lubricating 
oil, etc., we would respectfully refer 
you to the Machinery Department of 
this publication, which you will find on 
page 23. Any special information that 
may be desired will be gladly furnished 
upon application, for we are in a posi- 
tion to place prospective purchasers in 
direct communication with the manu- 
facturers of machinery of all kinds, 











Established 1876. 


TALC 


FOREICN AND DOMESTIC 


W. H. WHITTAKER, 245 Front Street, New York 
LL EAA SIT ES AES ARRAN A SEE SE EES! ne 
A Double Label 








TO GRINDERS: 
“DOUBLE LABEL” . 


The genuine PRINCE’S minerat Brown, is 
cheaper than others because it requires less oil 
to grind it in paste form and—because 300 
Ibs. of it will make more ready mixed paint 
than 400 Ibe, of ether metallic paints, A tria! 
will prove this, 


THE PRINCE MANUFACTURING CO., 


71 Maiden Lane, New York 
Send for samples of our Red Oxides and Fully Hydrated Gypeum. 





is our Trade Mark. 


A. W. SMITH, Limited. 


NEW YORK. 


79 Duane Street, - - 


DRY COLORS 


SEND FOR SAMPLES and PRICES. 





MANGANESE 


Asphaltum, Varnish Gums, éc. 
SOHN S. LAMSON & BRO., 


a — 


477 Maiden Lane, New York. 
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“ORDINARY WHITE LEAD 


Is more liable under ordinary conditions to induce 
corrosion than Oxide of Zinc.” 


J. CRUICKSHANK SMITH, B. Sc., F. C. S., M.S. C. 1. 
In the London Decorator. 


Oxide of Zinc 


Is the only white pigment fitted to 





protect metallic structures: Where white 
or tints are required by conditions, it is the 
only available pigment. Any paint is im- 
proved by the addition of this pigment. 
Its protective value is very high and its 


_ durability unsurpassed. 


The New Jersey ZincCo. 


—FREE-— 


PI /1 Broadway 


“The Paint Question.” 


“Pasnts in Architecture.” 

“Specifications for Architects.” NEW YORK 
“French Government Decrees.” 

“Paints: Why, How and When.” 





We do not grind zinc in oil. Lists of manufacturers 
of Zinc White Paints will be furnished on request 














OIL PAINT 








of Lard from Cot- 


The Reaction chopped wheat, sufficient to make full 
feed 

tonseed Meal Fed Hogs Lot LI. was given % pound cottonseed 

, meal per day for each animal, their grain 


ration being chopped barley. 
An attempt was made with lot III. to 


BY ELTON FULMER. 


_ Yr on? 1@ j > «. > 
soenlin ootainea BF Yoo eppltention of keep the amount of cottonseed meal equal 
Halphen’s test to samples of lard ren- to one-fifth of the grain ration, although 
dered from the fat of hogs which had | !* could not be kept up to this high pro- 
been fed with a ration containing cot- | Portion all the time. Chopped oats were 
tonseed meal. It was shown that lard] fed until February 18, and chopped bar- 
obtained from the fat of two lots of ley for the remainder of the period 
hogs, six to each lot, which had received ‘The three animals in lot IV. were fed 
661-6 pounds and 851-15) pounds cot- tll the time as much cottonseed meal as 
tonseed) meal, respectively, during a | they could be forced to eat, with the view 
period of fifty-six days, gave a colora of killing them, if possible, by overfeed- 
tion with Halphen’s reagent equiva ing. It will be noted in subsequent pages 
lent to that given by mixtures containing | (hat the amounts actually eaten by them 
2 and 4 per cent. of cottonseed oil It were very large, but their health was 
was further shown that the lard obtained | “Pparently unaffected. Their grain ration 
from the fat of two similar lots of hogs, | CemSisted entirely of chopped wheut, 
which had eaten no cottonseed meal for a All four lots were allowed freedom for 
period of fifty-six days, but whose ration | ¢Xercise, received plenty of water, and 
prior to the experiment had contained were given an abundance of succulent 
some of it, responded to the test with an | food in the shape of carrots and sugar- 
intensity of color equivalent to that given | beets 
by 1.2 per cent. and 2.8 per cent. cotton- One animal each from lots I Il. and 
seed oil in admixture with normal lard. Ill. was killed at the end of the second, 

It was stated at this time that a series | fourth, sixth, eighth, tenth and twelfth 
of feeding experiments had been planned | Weeks, One of the two remaining in lot 
so that samples of lard might be obtained | [Ll was killed July 26th, three months 
from the fat of hogs which had eaten | “fter receiving the last ration of cotton- 
varying amounts of cottonseed meal per | Seed meal, while the other wus not killed 
day for the same period of time, and. the | Until September 2oth, five months after 
same amount per day for different periods | the close of the feeding period. Two ani- 
of time. These feeding experiments be mals of lot IV. were killed at the end of 
gan January 29, 198, and closed April 23, | fourteen weeks, the remaining one, which 
1903, except in case of lot LV., with which Was in perfect health, being kept for 


farm stock. 
When each antmat was killed, 
ples of fat were obtained by 


the feeding of cottonseed meal continued 
until May 7, 1908. Twenty-three hogs were 
used, being divided for the purpose of the 


four sam- 
the writer, 


experiments into four lots. Lots I, and] taken from the jowl, back, Intestines and 
Il. contained each six animals; lot JL, |] kidney, and in several cases « sample was 
eight, and lot IV., three. also taken from the belly. Within a few 
eo esis niall hours after the fat was obtuined it was 

RATIONS FED, rendered in the laboratory, at low tem- 

Lot I, received % pound cottonseed | peratures, in poreelain-lined kettles. Ex- 
meal per day for each animal, with! cept in a very few instances, a sufficient 





DDEXTRINE = STARCH 


NATIONAL GUM AND MICA CO., 502-510 West 45th St., New York 
SCHROEDER 6 STADELMANN, Ld. 


OBERLAHNSTEIN, ./ RHINE, CERMANY 
MANUFACTURERS OF 


High-Class Turkey Red Oxides, Indian Reds, Siennas, Umbers, 
Superior Blacks, Soluble Brown, Chemical Colors, 
SPECIALTY:: 


YELLOW OCHRE 


ISS Brand, the Strongest and Brightest Ochre in the market. 


MANGANESE 


Lump, Crains, and Black Oxide Powders 
FOR ALL PURPOSES 


Manganese:—Sulphate, Borate, Resinate, Etc. 
ALL cLasses MINERALS, ORES, CHEMICALS ror 


Class Works, Pottery, Electrical, Paint, Oil, Grease, Fat Works, 
Rubber, Soap, Paper Works, Iron, Steel, Copper, and Chemical Works. 


EVERITT & CO., 40 cuarez sr. 


Cable Address— 


“Persistent, Liverpool.” LIV = R POO = Eng. 





Codes used ty us 
A.B.C, 4th and 5th Editions, 
A 1 Code, Lieber’s Code, 
Wes een Union Code,and 
Moreing & Neal's Mining Code 


SHIPPED FROM 


enzol 











ALSO 
MANUFACTURERS OF 


CARRARA GLASS 


LARGEST JOBBERS OF WINOOW CLASS IN THE WORLD. 


in all these lines are kept are 


NEW YORK, Hudson and Vandam Sts.; 1-9 Bowker St.; 


BOSTON, 41-49 Sudbury St., 


Y., Wilder Bldg., Main and Exchange Sts.; BALTIMORE, 221-223 W. Pratt St.; 


St.; SAVANNAH, GA., 745-749 Wheaton St.; KANSAS CITY, Fifth and Wyandott Sts. 


® Sts.; MINNEAPOLIS, 600-510 S. Thiyd St.; DETROIT, 53-59 Larned St., E.; 
and Oder Bids. 2 3ts.;. BUFFALO, N. 


Arch and lith Sts.; DAVENPORT, 410-416 Scott St.; CLEVELAND, 14951-5838 Seneca St.; OMAHA, 


AND DRUG 


For the manufacture of Paint 
and Varnish Remover, Stains, 
Japans, Rubber Goods, Lino- 
leum, Spirit and other Var- 
nishes, Chemicals, etc.. etc. 


A new product like perfect polished white marble; 
Used for Bath Rooms, Lavatories, Hospitals, Wainscoting and Wallis. 


A tew uses for Plate Class aside from windows are, Desk and Table Tops, Door Panels, Class Floors, Shelves and Signs. 


CHICAGO, 
PITTSBURGH, 





REPORTER 


amount of fat was used to yield at least | same degree of 


Kach sample of lard 
treated with Halphen's 
usual manner. In each 


one pound of lard 
thus obtained wa 
reagent in the 


test were employed 5 ce. lard, 5 ce. amyl 
alcohol and 5 ce. carbon disulphide con- 
taining 1 per cent. of* sulphur. Check 


samples were freely employed, using lard 
from hogs raised on the normal feed pro- 
duced in this section. In no case was the 
slightest coloration observed with them, 


For purposes of comparison, mixtures 
were made with check lard containing 
Various Known percentages of cottonseed 
oil Preliminary tests were made to de 
termine the approximate degree of col 
oration produced by Halphen'’s reagent 
with the several lurds, and then those 
lying between certain limits were heated 


imultaneously in a bath of glycerol and 


Water, together with known mixtures. 
For example, those samples showing a 
coloration equivalent to fess than 2 per 
cent. cottonseed oil, were treated with 


Halphen’s reagent, and then heated to 110 


degrees C, for fifteen minutes, side by 
side with mixtures containing 0.5, 1, 15 
und 2 per cent. of the oil 


in this manner untformity of conditions 


Was insured. Similarly, all the samples 
showing in the preliminary test an equiv- 
alent greater than 2 per cent. cottonseed 
oil were treated in groups, with known 


mixtures in which the oil content differed 
increasingly by 1 per cent The heating 
of so many samples in open test-tubes 
Was a disagreeable operation, owing to 
the odors evolved. Hence we regard the 
suggestion of Steinman that the opera- 
tion be carried out in sealed glass tubes, 
as a timely one It is claimed that by 
this method the reaction takes place as 
quickly, and is as plain us when the test 
is conducted according to the original 
method, 

The cottonseed oil used in preparing the 


known mixtures was “Prime Summer 
White.’’ Its iodine value was 107.7. The 
results of these compurative tests, to- 


gether with detailed information concern- 
ing each lard sample, are given in the 
following tables. Kor easy comparison 


we give tables showing results from ani- 
mals from different lots which were fed 
varying amounts of cottonseed meal for 
the same period of time, and other tables 
representing each = lot by itself, thus 
bringing together results from animals 


Which had received very 
the same amount of cottonseed 
1 =pounds bodys weight, for 
periods of time. 

Whatever the 


approximately 
meal, per 

varying 
which 


substance may be 


is transmitted from the cottonseed oil 
into the animal fat, and to which the 
coloration with Hualphen’s reagent is due, 


it certainly is distributed to all parts of 
the animal, although in unequal amounts. 
In only one case did the samples of lard | 
from all the different parts of the same 
animal show the same degree of colora- 
tion, and that was with animal No. 7 in 
lot I1L., which was killed July 26, three 
months after it had received its last 
ration of cottonseed meal, The variations 
in coloration are not dependent upon the 
amount of meal eaten by the animal, For 
example, the extremes of coloration in 
case of animal No. 1 in lot IT. are 1 to 2%. 
This is the ratio also found with No. 2 
of lot IV.; vet the former had eaten only 
7.7 pounds, while the latter had consumed 
115 pounds of cottonseed meal. 

With thirteen of the twenty-two 
mals killed, the kidney fat showed the 
greatest coloration, although that from 
the back, jowl and belly each equaled it 
in one instance. With two animals the 
fat from kidney, back and jowl gave the 
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coloration. Four gave 
back fat which responded most strongly 
to the color reaction, while belly fat and 


intestinal fat gave the strongest color, 
each in one instance. With eleven ani- 
mals, lard from intestinal fat gave the 


least coloration, In twelve cases jowl fat 
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Coloration equivalent to per cent. 
cottonseed oil in known mixtures. 
In Kid- 
testines. Jowl Back. ney. Belly. 
I o4 O.6 0.6 1.0 ee 
il 15 3.0 3.0 a0 - 
Itt 1.5 15 20 20 ea 
I a0 20 3.0 40 ea 
il o6 10 #.2 ee 
iif 2.0 4.0 5.0 oe 
1 10 o.6 o.6 - 
Il 1.5 4.0 3.0 < 
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lit Oo 00 . 9.0 a 
I 1.5 3.0 3.6 1.0 
ll To s.0 40 
lil 5 7.0 30 6.5 
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Ilf 40 50 O05 6.5 
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i 30 20 3.0 ee 
I 10 O68 O.6 oe 
I 1.0 2.0 4.0 4.0 
I 1.5 3.0 3.5 1.0 
I 5a 4.5 4.0 5.5 
I! 1.5 30 3.0 2% 
Il 0.6 1.0 1.2 oe 
Il 15 4.0 5.0 es 
il 4.0 4.0 5.0 15.0 6.5 
il 3h 70 S40 4.0 4.0 
Il 2.0 0 0 75 4.5 
lil 15 1.5 2.0 3.0 Ke 
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1It 5.5 7.0 oO 8.0 5.5 
Itt 4.0 6.0 6.5 8.0 6.5 
lif 4.0 4.0 4.0 4.0 
III A composite sample=3.0. 
IV 75 8.0 8.0 8.0 4.0 
IV 8.0 5.5 9.0 13.0 13.0 
‘Rendered with skin. 
2Died March 19. 
*Killed three months after receiving last 
ration of cottonseed meal. 
4Killed five months after receiving last ra- 
ion of cottonseed meal. 
responded with less color intensity than 
back fat, and in five days they were 
equal. It will be thus seen that the ten- 


dency seems to be for hogs to store up in 
their kidney fat the greatest amount of 
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the color-producing substance, the amount 
stored in the back fat being less, in jowl 
fat still less, and least in the intestinal 
fat. The case of animal No. 7 in lot 
III. is an interesting one. It had received 
no cottonseed meal in its ration for three 
months prior to being killed, but the fat 
from all 7 of its body gave the same 
degree of coloration, equivalent to 4 per 
cent. cottonseed oil. This is but a single 
instance, and it is therefore questionable 
whether this equalization in distribution 
of the color-producing principle has any 
significance; but the persistency of its 
presence in the body fat long after the 
animal has ceased to receive it in its 
ration is very full of significance. 

It does’ not appear from these experi- 
ments that either age, breed or sex has 
any relation to the amount of the color- 
producing re that is deposited, or 
to its distribution to different parts of the 


body. 

It is the opinion of Dr. B. Sjollema and 
Dr. J. EB. Tulleken that the coloration ob- 
tained with Halphen’s reagent should not 
be expressed in B ge oagean od because dif- 
ferent cottonseed oils respond with dif- 
ferent intensities of color. We only par- 
tially concur in this opinion. We have 
observed these differences in cottonseed 
oils, as shown in subsequent pages, and 
have further observed that, in a series of 
experiments such as we have carried out, 
the same oil when mixed in various pro- 
portions with normal lard will, occasion- 
ally, for reasons now_unknown, give a 
marked yellowish red _ coloration with 
Halphen’s reagent, which makes compari- 
son exceedingly difficult. Furthermore, 
we have found that after the amount of 
cottonseed oil in known mixtures has 
reached 8 per cent. it becomes increas- 
ingly difficult to detect variations in in- 
tensity of color produced by the further 
addition of 1 or even 2 per cent.; and 
when 12 per cent. has been reached, the 
difficulty increases to almost an impossi- 
bility. Because of this fact, we regard 
the high Etgeeteees (above 12 per cent.) 
recorded in the preceding tables, as ap- 
proximations, although probably not far 
from correct. No such trouble is expe- 
rienced with low percentages, save when 
the standard mixtures assume a mixed 
color, as above indicated. 

As already stated, the results given in 
the foregoing tables were obtained by 
comparing the coloration produced by the 
various lards with Halphen’s reagent, 
with the color given under the same con- 
ditions by mixtures containing known 

ercentages of cottonseed oil—the oil used 
or the purpose being known as ‘‘summer 
white.’’ Mixtures were also made by the 
use of normal lard and ‘winter yellow” 
oil, and these, as well as those containing 
“summer white”’ oil were used for com- 
parison with sixty-two out of the entire 
number of ninety-six samples of lard. In 
every instance the comparison with ‘“‘win- 
ter yellow” mixtures resulted in showing 
a lower percentage of color-producing 
substance in the lards under investiga- 
tion. As one would expect, the difference 
was nearly a constant one throughout 
the entire series. For example, Sample 
No. 1189, which, when compared with the 
“summer white” mixture, showed a col- 
oration equivalent to 5 per cent. of cot- 
tonseed oil, gave a color equivalent to 
only 4 per cent. of oil when comparison 
was made with the ‘‘winter yellow” mix- 
tures. A few more examples of this fact 
are given below:— 

Coloration equiv- 
alent to per cent cotton- 
seed oil when compared with 


“Summer *“*Winter 
white”’ yellow”’ 

Laboratory number. mixtures. mixtures, 
1189 5.0 4.0 
1184 3.0 2.5 
1185 6.5 5.5 
1193 4.0 3.0 
1230 4.0 3.0 


These resutfts sympry Indicate that the 
color-producing substance is present in 
the “winter vellow”’ oil in greater amount 
than in the “summer white,”’ or, in other 
words, a given intensity of color is pro- 
duced by a smaller percentage of the for- 
mer than of the latter. Yn the compara- 
tive tests made, an approximate differ- 
ence of 20 per cent. was observed in nearly 
all cases. Because of these facts the ob- 
jection to expressing the degree of colora- 
tion obtained in any particular test, in 
terms of percentage of cottonseed oil, is 
doubtless well grounded, if the case is one 
demanding extreme accuracy. It is doubt- 
ful, however, if the differences in cotton- 
seed oils are sufficiently great in this re- 
spect to make necessary a discontinuance 
of the practice of thus expressing results 
obtained by the application of Halphen’s 
reagent, for extreme accuracy is not 
essential to credibility in work of this 
character, inasmuch as all chemists réc- 
ognize the limitations of color reactions. 
To obtain results from unknown condi- 
tions that are comparable with those 
from known ones is, after all, the purpose 
of this reagent, and this purpose is cer- 
tainly accomplished even though the de- 
gree of coloration is not constant for all 
cottonseed oils. It is obvious, however, 
that when results are expressed in per- 
centages, a statement should be made as 
to the kind of cottonseed oil used in the 
comparative determinations. 

Our work has corroborated the state- 
ment of Swaving that the intensity of the 
color increases shortly after cooling. This 
change is so marked that if the standard 
samples are kept warm, and those being 
tested are allowed to become cold, they 
will uniformly show a higher percentage 
equivalent of color than if comparison is 
made while they are still hot. For this 
reason, also, if results obtained by use 
of Halphen’s reagent are to be expresse® 
in percentages, there should be a state- 
ment of the conditions under which the 
comparison is made. In our own work 
it has always been made when both the 
standard samples and those under inves- 
tigation were hot. 

Although there is this change in inten- 
sity of color upon cooling, the final color 
reaction is a permanent one if kent in the 
dark, as Swaving also observes. We have 
in our laboratory samples of cottonseed 
oil, and also of lard containing it, to 
which Halphen’s reagent was added more 
than two years ago. These have been 
kept in the dark a portion of the time. 
and a part of the time have been exposed 
to diffused davlight: but the intensity of 
coior is apparently the same now as when 
the samples were first prepared. 

Swaving has found that when cows are 
fed upon cottonseed meal the butter pro- 
duced from their milk will give the color 
reaction with Halphen’s reagent. This is 
not a new observation so far as the reac- 





tion for cottonseed oil in butter is con- 
cerned, whether obtained by Halphen’s 
reagent or by other means, but we refer 
to it here because of the interesting de- 
tails that are published relative to_ it. 
When two kilos cottonseed meal per day 
were fed for two days the butter gave a 
coloration equivalent to 0.5 per cent. cot- 
tonseed oil, and the same amount per day 
fed for eight days resulted in a coloration 
given by the butter equivalent to 2 per 
cent. Six days after the feeding of the 
meal stopped, the butter gave no reaction. 
When the ration of meal per day was 
increased to 4 kilos the butter gave col- 
orations equivalent to percentages of oil 
as follows:—After four days, 4 per cent.; 
seven days, 4 per cent.; eleven days, , ie 
cent.; eighteen days, 4 per cent.; one day 
after meal ration stopped, 4 per cent. It 
is thus seen that the color makes its ap- 
pearance very quickly in the butter fat 
(Swaving says within twenty-four hours 
after the meal is fed) and gradually in- 
creases with the amount of meal used in 
the ration, and that when the feeding 
ceases the reaction diminishes and quick- 
ly disappears—a reaction equivalent to 2 
per cent. of cottonseed oil disappearing in 
six days. These facts. of course, relate to 
the fat normally secreted by the cow. It 
would have been interesting to know if 
the body fat of the cow producing the 
butter would also have responded to Hal- 
phen’s reagent. There is certainly a 
marked differeace between butter and 
lard as to the persistency of the color 
reaction, after it once makes its appear- 
ance in the tat. In case of the butter 
just mentioned, the reaction very quickly 
vanished, while it will have been noted 
in the preceding tables that a composite 
sample of lard from the animal killed 
September 20, or five months after the 
close of the feeding period, still gave an 
intensity of color equivalent to 3 per cent. 
cottonseed oil. The cow is concerned with 
the production of two kinds of fat, viz., 
butter fat and body fat, while with the 
hog body fat is chiefly produced. The 
color-producing principle appears in the 
butter fat twenty-four hours after cot- 
tonseed meal has been fed; and, although 
it persists but six days after the meal has 
been withdrawn from the ration, yet we 
must ask from whence is it obtained dur- 
ing these six days. Does it remain in the 
circulatory system all the time, or is it 
first deposited in some of the tissues, and 
later re-enter the circulation? It is known 
that the body fat of cottonseed meal-fed 
cattle will respond to Becchi’s test; and 
it is not difficult, therefore, to see in these 
facts a possible relation to the much dis- 
cussed problem as to whether or not a 
cow normally draws upon her body fat in 
the production of butter fat. Unless this 
active principle of cottonseed oil remains 
for six days in the circulatory system, 
which is not probable, it must be de- 
posited somewhere; it is well known that 
it may be deposited in the body fat; and, 
inasmuch as butter continues to respond 
to its presence for six days after the 
last ration containing it has been eaten, 
no violence is done to logic in concluding 
that at least some constituents of the 
body fat are reabsorbed and make their 
appearance in the butter fat. There is 
nothing to indicate that the experimental 
eows of Swaving were forced to draw 
upon stored-up materials for lack of 
proper food, but rather, we are led to 
believe, that the conditions after the feed- 
ing experiment closed were normal for 
milk production. 

From the evidence that follows it ap- 
pears that the hog probably does not 
store up the cottonseed oil in its fat un- 
changed, although this is doubless a pos- 
sibility, as Munk (and others) has shown 
by a very interesting experiment. A dog 
was starved until it had been deprived of 
its fat, as shown by the sudden increase 
in the amount of nitrogen excreted. The 
animal was then fed on colza oil and 
killed. The fat found in the various 
organs was more liquid than ordinary dog 
fat, and analysis showed it to contain &2.4 
per cent. of oleic acid, whereas normal 
dog’s fat contains only 65.8 per cent. of 
this acid. Furthermore, the presence of 
erucic acid, which is never a normal con- 
stituent of animal fat, but which does not 
occur in colza oil, was demonstrated. 

Lebedeff had previously carried out sim- 
ilar experiments with dogs, feeding lin- 
seed oil and mutton fat, the former caus- 
ing the animal fat to have a very low 
point of congelation, while the -latter 
caused it to have a high melting-point. 
These experiments seem clearly to prove 
that fats and oils may be absorbed and 
deposited unchanged. Yet the experi- 
mental evidence at hand seems, to us, to 
point to a negation of this possibility as 
relating to the deposition of cottonseed 
oil unchanged in the fat of hogs. 

Soltsien maintains that Halphen’s test 
cannot be used to determine whether cot- 
tonseed oil has been added to lard (be- 
cause of the reaction given with lards 
from hogs fed on cottonseed meal), but 
that the presence of phvtosterin is con- 
clusive of such adulteration. Acceptance 
of this idea naturally forces the conclu- 
sion that the color-producing substance 
in the oil is deposited unchanged in the 
animal fat, while another normal con- 
stituent of the oil. phytosterin. is not 
thus deposited. The only evidence he 
gives on this point is the fact that he 
obtained from American lard, made from 
the fat of hogs that had been fed on 
cottonseed meal. a reaction with Hal- 
phen’s reagent, but failed to detect phy- 
tosterin. 

As above stated, the experiments of 
Munk and Lebedeff demonstrated that the 
nature of the fat fed influenced, in large 
degree, the body fat of the animal, the 
feeding of colza oil serving to inerease 
the oleic acid content of dog fat about 
25 per cent. Why should we not expect 
that similar results would be obtained in 
experiments with other animals? And 
that a liberal allowance of cottonseed 
meal for a number of weeks would fur- 
nish an amount of oil which, if stored in 
the fat. would be sufficient to greatly 
modify its characteristics? A number of 
experimenters have shown that such ie 
the case. For example, as long ago as 
1898 Harrington and Adriance observed 
that a ration of cottonseed meal, modified 
to a greater or less extent the body fat 
of hogs, sheep and cattle, and also the 
butter fat of milch cows. At this time 
Halphen’s test had not been published, 
and the presence of cottonseed oil in fats 
was demonstrated by means of Becchi’s 
reagent. They found that the melting- 
point of butter produced from cows that 
had been fed on cottonseed meal inereased 
steadily with the amount of meal fed, and 
that generally the iodine number was also 


case such butter 
They 
further found that the lard from cotton- 
seed meal-fed hogs reduced silver nitrate, 
and had a higher melting-point and lower 
iodine number than lard from corn-fed 


increased. In every 
strongly reduced Becchi’s reagent. 


hogs. In case of sheep, the mutton fat 
had a higher melting-point and a consid- 
erably higher iodine value than that from 
sheep fed on corn, and also reduced silver 
nitrate. Beef tallow from cattle fed on 
the meal also showed a high melting- 
point and responded to Becchi’s test. 


Many experiments have shown that a 
ration of cottonseed meal tends to make 
a hard butter, to increase its index or 
refraction and iodine value, and to raise 
its melting-point. There seems but one 
way of reconciling these apparently con- 
tradictory results—appearin contradictory 
because unchanged cottonseed oil, or olein 
or oleic acid produced by its metabolism 
would raise the iodine value, but would 
also lower the melting-point instead of 
raise it. We must, therefore, conclude 
that the oil in passing from the circula- 
tion into the milk must undergo a change 
in the mammary glands whereby not only 
is olein or oleic acid produced, but also 
some fat having a much higher melting- 
point. We believe this theory to be gen- 
erally accepted as an explanation of the 
effects produced upon butter by cotton- 
seed oil. It would seem, from_the facts 
brought out by the work of Harrington 
and Adriance, that some similar theory 
is required to — the effects of cot- 
tonseed oil upon body fat, although their 
results were not uniform. Their conclu- 
sion was that, in general, the feeding of 
sottonseed meal seemed rather to lower 
the iodine value of the animal fat, al- 
though its melting-point was raised, and 
it responded to the test for cottonseed oil. 
This conclusion (which is fairly well sub- 
stantiated by other workers) naturally 
suggests that the oil in cottonseed meal 
does not pass from the blood through the 
walls of the capillaries into the cells of 
the connective tissue unchanged; neither 
are those products of its metabolism 
which finally enter the fat (if any of them 
do enter it) richer in olein or oleic acid 
than the animal fat itself, else its iodine 
value would, of necessity, be raised. It 
would also follow that while the oil itself 
does not enter the fat unchanged, yet the 
color-producing substances contained in it 
do not undergo any transformation before 
their deposition in the fat, inasmuch as 
their activity still remains. 

Langfurth investigated American lard, 
rendered from the fat of hogs which had 
been fed on cottonseed meal, and found 
that Becchi’s reagent was completely re- 
duced; that nitric acid (sp. gr. 1.4) gave 
a mahogany-brown color, and that Hal- 
phen’s reagent gave a dark onion-red 
coloration, equivalent to that given by 
30 per cent. of cottonseed oil. (In view of 
cur experience, we should like to know 
how the comparison showing this large 
percentage equivalent of color was made.) 
It is thus seen that the nitric acid ‘test, 
as well as Becchi’s and Helphen’s re- 
agents, indicate the presence of a pretty 
large amount of oil in the lard, and yet 
Langfurth states that its analytical num- 
bers were normal—a statement somewhat 
difficult to reconcile with the color tests. 
It certainly would be impossible for a 
lard to contain 30 per cent. of cottonseed 
oil and still have analytical numbers that 
are normal for pure lard. This would be 
especially true of the iodine value and 
the melting-point. 


The observations of Langfurth are also 
interesting from another point of view. 
Raikow has shown that the active prin- 
ciple in cottonseed oil to which the reduc- 
tion in Becchi’s test is due is not the 
same as that which causes the coloration 
with Halphen’s reagent, and a number of 
workers have shown that heat destroys 
the ability of the oil to react with either 
of these reagents. It is also stated that 
the substance to which the coloration 
with nitric acid is due is not affected by 
a temperature of 240 degrees C. It there- 
fore follows that these three color reac- 
tions are due to the presence of three dis- 
tinct substances in the oil. According to 
Langfurth’s observations, therefore, all of 
these different principles to which color 
reactions are due are accumulated in the 
animal fat, but none of its analytical con- 
stituents are modified thereby. 

The logical deduction to be drawn from 
these facts, brought out by Soltsien and 
Langfurth, is that in case of hogs. at 
least, cottonseed oil is not deposited in 
the body fat unchanged, but that some 
kind of metabolism occurs by which cer- 
tain color-producing bodies are absorbed 
and deposited unchanged, while phytos- 
terin and the other constituents of the 
oil, to which its chemical and physical 


‘ constants are due, are not thus absorbed 


and deposited. 

A consideration of all the statements 
and opinions outlined in the foregoing 
pages leads to much confusion of mind as 
to the real facts in the case. Doubtless 
if our knowledge of the substances to 
which the color reactions are due were 
more extensive, some of these anomalous, 
and, to our mind, contradictory results 
would be less confusing. It hardly seems 
to us probable that metabolic processes 
will result in causing the three distinct 
chromophoric bodies in cottonseed oil to 
be deposited unchanged in the fat, while 
such an important constituent as oleic 
acid and such a characteristic one as 
phytosterin either find their way else- 
where or are not deposited in the fat until 
after they have undergone such profound 
changes that their metabolic products ex- 
ercise no influence upon its analytical 
constants. Certainly much more experi- 
mental evidence concerning the point is 
extremely desirable. It is our intention to 
make a thorough study of the lard same 
ples obtained in this paper, with the hope 
of throwing some light upon this puzzling 
chemico-phystological problem. 


SUMMARY. 


1) An investigation was undertaken 
with the view of determining to what ex- 
tent the lard from cottonseed meal-fed 
hogs would give a coloration with Hal- 
phen’s reagent. 

(2) Twenty-three animals were used in 
the experiment, being divided into four 
lots, as follows:—Six in lot I.; six in lot 
TI.; eight in lot TTI.; three in lot TV. Lot 
TI. received one-fourth pound cottonseed 
meal per animal per day: lot TI. one-half 
pound per animal per day: lot IIT. an 
amount approximately equal to one-fifth 
of the grain ration; while lot IV. re- 
ostven all the animals could be made to 
eat. 

(3) One animal in each lot, except lot 
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IV., was killed at the end of the second, 
fourth, sixth, eighth, tenth and twelfth 
weeks. Two of lot IV. were killed at the 
end of fourteen weeks. Of the two ani- 
mals remaining in lot III. one was killed 
three months and the other five months 
after the close of the feeding period. 

(4) The feeding pected began January 
29, 1903, and closed ril 23, 1903, thus cov- 
ering a period of 84 days. 

(5) The minimum amount of cottonseed 
meal eaten by any individual was 
pounds and the maximum, 154 pounds. The 
minimum amount consumed by any indi- 
vidual per one hundred ee body 
weight was 1.8 pounds, and the maximum, 
75 pounds, 

(6) Lard was rendered from samples of 
fat taken from each animal, from kid- 
ney, jowl, back and intestines, and in 
many cases also from the belly. 

(7) All lard samples gave a distinct and, 
in some cases, a very strong coloration 
when treated with Halphen’s reagent. 
The coloration equivalent, expressed in 
percentages of cottonseed oil, ranged from 
0.4 to 15 per cent. 

(8) In general, the greatest degree of 
coloration was found in kidney fat lard, 
and the least in intestinal fat lard. Ina 
majority of samples back fat lard gave 
a greater intensity of color than that 
from jowl fat. The color-producing prin- 
ciple of cottonseed oil is transmitted to 
all parts of the animal, although in un- 
equal amounts. 

(9) If the degree of coloration with Hal- 
phen’s reagent is to be expressed in terms 
of percentage of cottonseed oil, the kind 
of oil used for comparison, and the con- 
ditions under which the comparison is 
made should be stated, because different 
oils respond with unequal intensity, and 
the depth of color increases after cooling. 

(10) When the a ee substance 
is once deposited in the fat of hogs, it is 
exceedingly persistent, as illustrated in 
the case of animals Nos. 7 and 8 in lot 
IIIl., No. 7 being killed July 26, three 
months after it had received its last 
ration of cottonseed meal, and lard ren- 
dered from its fat showing a coloration 
equivalent to 4 per cent. of cottonseed oil, 
and No. 8 being killed September ®, hav- 
ing eaten no meal for five months, and a 
composite sample of its fat yielding lard 
which showed a coloration equivalent to 
3 per cent. of oil. 

(11) Other investigators have shown that 
the three different color-producing sub- 
stances in cottonseed oil, to which are 
due the reactions with Halphen’s and 
Becchi’s reagents, and also with nitric 
acid, are deposited unchanged both in 
the body fat of different animals and in 
the secreted fat of cows. A number of 
experiments with the feeding of cotton- 
seed meal have shown its effect to be a 
marked modification of the properties of 
the body fat, while others indicate that a 
large amount of these color-producing 
substances may find their way unchanged 
into the body fat, while its chemical and 
physical constants remain the same, one 
investigator finding in lard a coloration 
with Halphen’s reagent equivalent to 30 
per cent. cottonseed oil, and yet its ana- 
lytical numbers were normal. While the 
evidence is somewhat. conflicting, we are 
rather unwillingly led to the conclusion 
that probably the color-producing prin- 
ciples are separated from the cottonseed 
oil by metabolic processes. and that the 
effects of cottonseed ofl by metabolism 
are so profound that its final products, i? 
thev find their way into the fat, do not 
modify it in any important degree.—Jour- 
nal Am. Chem. Society. 


— 








Reappraisements of Importations. 


Alcoholic perfurmery, from Johann 
Maria Farina, © Cologne, exported 
June 28, 1904; entered at New 
York, file No. 32,565. Findings of Mc- 
Clelland, G. A. Genuine eau-de-cologne, 
6 doz. \% liter bottle (plain bottles), en- 
tered at 93 marks per doz. Ditto, 6 doz. 
quarts, wicker, entered at 72 marks per 
doz. Ditto, 24 doz. pints, wicker, en- 
tered at 36 marks per doz. Ditto, 24 
doz. % pints, wicker, entered at 18 
marks per doz. Discount 23 per cent., 
less transportation to Rotterdam f. o. b. 
and consul fee. Advanced by addition 
of 158 marks for German internal reve- 
nue tax on alcohol. 

Alcoholic perfumery, from J. Al- 
bert Dutelleaux & Co., Paris, exported 
June 10, 1904. Eentered at San Juan. 
Findings of Sharretts, G. A., 4 doz. per- 
fumes 3629B, entered at 33 francs per 
doz.; 1 doz. ditto, 3901, entered at 33 
francs per doz., all no advance. One 
doz. lotion, 3681, entered at 18, advanced 
to 20 francs per doz. Discounts 5 and 
2 per cent. One doz. perfumes, 3166, 
entered at 36 franc per doz., no ad- 
vance; 1 doz. lotion 3169, entered at 30, 
advanced to 34% francs per doz.; 4 doz. 
perfumes 3403, entered at 24 francs per 
doz., no advance. Discounts 15 and 2 
per cent. Samples not invoiced reap- 
praised as follows:—Thirty-four small 
bottles perfumes, reappraised at 5 
francs; 5% doz. rice powder, small, re- 
appraised at 5 francs; 1 box rice pow- 
der, small, reappraised at 30 francs per 
doz.; 1 ditto, reappraised at 36 francs 
per doz.; 1 bottle alcoholic toilet water, 
reappraised at 30 francs per doz.; 1 bot- 
tle alcoholic perfumery, reappraised at 
33 francs per doz. Add cases and pack- 
ing. 

Medicinal preparation from Clausen, 
Altona, exported March 16, 1904; en- 
tered at Boston; file No. 1993-8703 o. p. 
Findings of Board No. 2:—Twenty-one 
kilos phenacetine, entered at 8% marks 
per kilo, no advance; 31 kilos duotal, 
entered at 3.005, advanced to 904% marks 
per kilo; 2 kilos sulphonal, entered at 
9% marks per kilo, no advance. Add 
cases, etc. Discount of % per cent. on 
entered value disallowed on reappraised 
value. 
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* Louisville’? Star Soap. 


Office and Refinery: 
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Cable Address; 
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LOUISVILLE, iKY., U. $.~A,j 


DRUG REPORTER 
OIL MARKET. 


NOTE.—Our prices are for large lots except 
when otherwise specified, and buyers of 
small quantities must expect to pay an ad- 
vance on these figures. Complete prices 
current will be found on page 30, 


Saturday Evening, Sept. 3, 1904. 
Vegetable Oils. 


LINSEED.—The market has been 
steady during the week, with less pres- 
sure to sell at concessions in prices. 
Buyers apparently have secured suffi- 
cient oil for their wants for the near 
future and do not respond very prompt- 
ly to offers made them, for car lots for 
prompt. State oil is still obtainable at 
4lc. for prompt in car lots for a lim- 
ited quantity. Western oil is offered 
for September-November in car lots at 
42c. There is a good jobbing trade for 
spot lots of State oil at 48c. City oil 
is held at 45c. for raw and 4i7c. for 
boiled, at which the usual jobbing de- 
mand is reported. Our Chicago letter 
gives the seed situation in detail, as 
well as oil at Western points. 

COTTONSEED. —The market this 
week, while it has advanced a little in 
price and is somewhat firmer in tone, 
still remains in a very unsettled and 
uncertain condition as regards the out- 
louk for the future, as the advance is 
largely the result of manipulation, and 
up to the present there are no signs of 
any great improvement in the real con- 
sumptive demand, either foreign or do- 
mestic, and it remains without saying 
that such demand must actually ensue 
if the market is to be advanced fur- 
ther or present values permanently 
maintained. That the home consump- 
tive buyers are buying from “hand to 
mouth” at the present juncture is not 
strange, but that Europe should con- 
tinue to hold off buying cotton oil at 
present figures is more difficult to ex- 
plain, except that they regard a large 
cotton crop as necessarily meaning 
cheap oil, which is not always the case, 
by any means, the amount of oil prod- 
uct depending more on the price paid 
for seed than the quantity of the cot- 
ton raised. The September liquidation 
seems to be about over, consequently 
the market has assumed a more natural 
condition as regards that factor, which 
has been more or less of an element for 
the past three months. While the fu- 
ture of the market, as stated above, is 
uncertain, the final result will be deter- 
mined entirely by the action of the con- 
sumers, manipulation or artificial ef- 
forts being only temporarily successful. 
On the other hand, it is not to be denied 
that cotton oil at present prices is not 
dear, but the difficulty will be to force 
this conviction on the actual consump- 
tive trade. On Tuesday there was more 
disposition to sell by speculators Sep- 
tember oil at 49c., at which 4,300 bbls. 
were taken, and 2,000 bbls. for October- 
January at 29%c.; the buying was 
chiefly for the leading companies. Wed- 
nesday the market eased off, and sales 
were made for September at 28%@29c. 
of 2,200 bbls., and 100 bbls. each of 


November and December at 29%c. 
Nothing of importance occurred on 
Thursday, »ut on Friday there was 


more interest shown, as packers were 
in the market for round lots for Sep- 
tember and October, but, as usual, their 
bids were much below the price asked. 
Bids of 24%@24\%c. loose at Savannah 
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was followed by their increasing their 
bids on the basis of 2614c. loose Chicago, 
with sellers asking 27c. for late Septem- 
ber and October-November. Though 
sales of 20 tanks prime yellow were re- 
ported at 26%c., loose, basis Chicago, it 
failed of confirmation by those who 
should be in a position to know. There 
was more speculative inquiry for Sep- 
tember prime yellow, with sales of 900 
bbls. at 29c., and 500 bbls. at 29%%4c., 
closing with 29%c. bid and 30@30%c. 
asked. The later months were held at 
30c. with 29%c. bid, possibly at 30c. 
round lots of speculative oil would 
come out. There is very little export 
demand except for the better grades, 
Rotterdam bid for prime yellow for Oc- 
tober-January at price equal to about 
28144@28%c., but for the better grades 
the difference in the price asked was 
not so far from the parity asked. There 
has been only a limited quantity of 
crude taken for October-December at 
22%c. for Southeast about 50 tanks. 
Possibly 23c. would be paid for round 
lots if the mills were disposed to sell. 
but so far they are indifferent about 
selling until seed comes in more freely. 
Various estimates of the new crop are 
being made; the following is from one 
who has looked into the Texas situa- 
tion:—“Cotton conditions compared with 
1903 :—Texas, 3% per cent. better; Indian 
Territory, 25 per cent. better; Oklahoma 
Territory, 42 per cent. better. Condi- 
tions indicate production as follows:— 
Texas, 2,787,129 bales; Indian Territory, 
488,812 bales; Oklahoma Territory, 363,- 
789 bales. There is some complaint in 
our end of the State of boll worms, and 
considerable shedding of the blooms, 
but we all think we could lose some 
of the crop and yet make a better one 
than last year.” This is about the way 
reports come in from other sections of 
the cotton belt. The advance in prices 
for cake and meal no doubt will stim- 
ulate the mills to crush all the seed 
they can, and at the same time sell 
their oil at best price obtainable, and 
if any loss, make it up on their other 
products; in other words, do as the lin- 
seed oil mills are doing at present. 
That is one reason why we do not ex- 
pect to see high prices during the later 
months for cotton oil, though at pres- 
ent prices cotton oil is not high, but 
cheap as compared with other compet- 
ing greases. The market closed quiet 
as usual during a holiday, with no 
change in prices as detailed above. 


Our Hamburg correspondent writes 
under date of Aug. 25, as follows:— 


The conditions of our market for C. 8. 
products are showing a considerable change 
against those of last season. The C. 8S. oil 
having been extremely high and almost be- 
low parity during the last season, heavily de- 
clined during the spring and summer months, 
and prices have now settled down to a point 
where a large business, ought to be dane. 
However, this so far has not been the case. 
First, on account of the large cotton crop in 
the United States, the German dealers have 
not enough’ confidence in the present prices 
tu make large purchases, and secondly, during 
the previous season, when the American mar- 
ket has been so very high, the German soap 
manufacturers got used to English oil, and 
large contracts of English oil have been made 
for delivery during the present season before 
the decline had commenced. However, we feel 
confident that if your market will remain on 
the present point business will be done to 4 
large extent. 

Regarding cottonseed meal, the market has 
advanced on account of the heavy drought 
this summer, causing a total faflure of the 
hay crop and we presume that large quantities 
of cottonseed meal will be imported during 
the present season. The only thing which 
might prevent this are the present high prices 
of cottonseed meal, especially as other feeding 


were turned down for 5,000 bbls. This } | stuffs are still comparatively cheaper, and 
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Jersey Butter Oil 


Tank Cars Free to Purchasers 


Cable Addrese: 


. Procter, Cincinnati, U.S. A. 


Office: CINCINNATI, ©. 
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generally the German dealers think the price 
for cottonseed meal still too high and do not 
want to make large purchases at present. The 
matter may, however, change soon, either by 
a slight decline on your side or by a rise of 
prices for other products. In all events, how- 
ever, we are looking for a much better season 
now than has been the case for the last three 
or four years, as the consumption of feeding 
stuffs will be a imuch larger one this year 
in Germany. 


EXPORTS OF COTTONSEED OIL 
NEW YORK, BY COUNTRIES. 


FROM 



























For week Same 
ending Since time 
Aug. 31, Sept. 1, last 
1904. 19038. year. 
Africa, Algiers .... 60 2,784 6,720 
BIDE cecvscccces © ese 665 3,053 
Sierre Leone...... 10 30 ow ease 
BOUCR cocccceveses eees 906 824 
West Coast....... cess «= 6 BWR 50 
Argentine Republic. 34 4,244 914 
Australla & New Z. oe 1,499 1,53. 
AUBTTIR ceccvccesses 600 27,383 30,712 
POEM. cedcacccess 325 3,975 1,942 
BEER 6256000000508 coe 18,397 17,704 
British Guiana 104 2,183 2,031 
British West Indies. 96 6,642 5,292 
Central America ... 1l 114 98 
COE cesscesccccece one 392 474 
China . weoe 50 SD 3s be ewes 
Cuba .. 25 5u5 339 
Danish We 141 164 
Denmark « 5,282 8,365 
Dutch Guiana ..... e606,  <b¥ees 32 
Dutch West Indies. 5 9 14 
Ecuador ...... eeees § cee5 20 50 
Bingland ..cccccsece 309 22,785 26,304 
DEMOD vivuvoseses - 2,425 90,991 89,581 
French Guiana .... ese 311 315 
French West Indies. 60 7,587 7,973 
OPENED Sc eciscevce 410 14,395 20,598 
Gibraltar ...... ects ies 8 869&esa¥e 25 
EROLY | soccovececcs 1,275 26,706 37,073 
PODER. ccccccee eeenes v.08 86 1 
eee oe 110 4,947 4,785 
Mauritius .......... cere 830. 0 0 oa 2,000 
aiexico .. ° 2 132 428 
Morocco ee 110 37 
Netherlands ....... 125 8,635 17,402 
Newfoundland ..... cone 78 585 
ree eee eee 62 
Norway & Sweden.. 100 5,174 3,097 
BOEM -epecceccoceeses sees 3 60 
Philippine Islands... .... eraaee 1 
POROO. BOO sccocsece 54 395 
Roumania .....6.55 sees oe 280 
PEE Wilctwaseseces S00  j4. 20 ‘eanses 
Sanu Domingo ...... 2 3,365 3,170 
Scotland cccccccases seve 6,520 3,570 
BPOlN wcccccccccccee © ves 3 erececs 
SUMED cases ede e es 49 669 965 
U. 8. Colombi 14 1,030 865 
Uruguay .. 55 4,273 4,593 
Venezuela .......... eee 139 138 
Total, bbis........ 6,810 274,410 304,720 
EXPORTS OF COTTONSEED OiL FROM 
NEW ORLEANS, BY COUNTRIES. 
For weex Same 
ending Since time 
Aug. 31, Sept. 1, last 
1904. 19038. year. 
Austria eoccecceee eese 18,263 32,727 
oO errr cece 3,050 2,133 
Centra! America ... oe 10 14 
CUES... cecvece eeeese © se0 1,620 2,252 
DEE, cbc cnéithueu e6ke 5,541 5,150 
England ........... 2,896 19,132 8,490 
Frence © ees 14,820 22,814 
Germany ° 960 16,824 4,937 
Ireland .. . 690 = -@ esa 575 
ZtQly 460 . cece 140 500 
DEO re cenccesceees ee 804 300 
Netherlands ........ 200 46,605 43,075 
WOMEN Ascsecdecee “sae 2,847 2,975 
U. 8. Colombia..... wees _ - -seaaae 
Totals, bbis..... ° 4,056 129,677 25,942 
EXPORTS OF COTTONSEED OIL FROM 
BALTIMORE, BY COUNTRIES. 
For week Same 
ending Since time 
ug. 31, Sept. 1, last 
1904. 1903. year. 
DOINED cccccncmss epee 200 745 
RIGRIMERE, cccccossoce 150 
BOMSIBME cc ccccsvcce 1,875 
PANGS scccccvesses ree 550 
SORNEE .. 6k ca¥eee teen 550 
Treland ee e+ ensane 
Netherlands 400 4,862 
Scotland eege 465 
Totals, bbis....... 400 8,652 





EXPORTS OF COTTONSEED OIL FROM 
NEWPORT NEWS, BY COUNTRIES. 








For week Same 

ending Since time 

Aug. 31, Sept. 1, last 
1904. 1903. year. 
BOOIMTGMR. ccccesccces fois )6=— weaaex 868 
MIMO occ 5 cece ate ee 2,081 3,160 
Germany ...eccicees 6 12,375 25,491 
Netherlands ....... 3,709 33,948 
BCotiIanNa ....ccccece 83 363 
Totals, bbls....... 18,248 63,830 
EXPORTS OF COTTONSEED OIL ‘FROM 

GALVESTON, BY COUNTRIES. 

For week Same 

ending Since time 

Aug. 31, Sept. 1, last 
1904. 1903. year. 
AUStFIA: Feder ccccces «a 15,793 4,432 
Belgium ..ccceseres 5 
Denmark . ee = a waetne 1,674 
England .... Ba weees 
France BE. Sec eate 
Germany 5,575 8,470 

Ireland ..... 160 
MexICO ..csccccccees 21,382 

Netherlands ........ 89,052 35,142 
Totals, bbis....... ‘ 90,222 59,537 
TOTAL EXPORTS AT PRINCIPAL PORTS. 
For week Same 

ending Since time 

Aug. 31, Sept. 1, last 
From— 1904. 1903. year. 
New York ......«-. 274,410 304,720 
New Orleans .....-. 129,677 125,942 
Baltimore ... 8,652 20,182 
Newport New 18,248 63,830 
Galveston ......e0+% 90,222 59,587 

Totals, bbis....... 10,766 621,109 674,211 


The following are the official returns of the 







exports of cottonseed oil, in gallons, during 
the months of June, 1904 and 1903, furnished 
by the Bureau of Statistics, Washington:— 
1904. 1903. 
Baltimore ......... eocccce 37,500 eovese 
KD VRMOOUNE covscccccescces eoeoces 187 
CRAMPIAIN cccccsvcccececes ° 419 592 
Corpus Christi.............. 18,500 61,032 
DIONE sccccccce eee eoeee 10,742 eoveccs 
EAUTOR 2s.c<csces secceesccess. 61,544 140 
Memphremagog ..ccccsacsee cevese 60 
BEODIIS -cesccccece oe 4,7 eevee 
New Orleans...... 822,100 263,150 
Newport News.... 63,388 106,1 
New York .. . »1,157,041 608,555 
Norfolk & P.......... ecccece 72,3 eoccece 
North & South Dakota...... 3,419 50 
Saluria ....... Ce ccveceece eooe 112,263 250,660 
San Francisco ....... eovccce 1,630 2,098 
VOPMIOME cccccvescccccccccces 4,998 530 
Total, gallons..............2,463,628 1,283,174 
TOTAL MONTHLY STATEMENT. 
1901. 1902. 1903. 1904. 
Jan.... 6,089,587 3,533,840 4,252,774 8,291,023 
Feb.... 6,280,992 2,201,340 2,908,178 3,441,645 
March., 5,251,955 2,272,824 3,025,721 3,462,476 
April... 4,994,895 2,255,276 2,038,959 2,293,367 
May.... 3,991,528 2,775,577 2,109,348 1,761,734 
June... 2,339,703 1,761,937 1,283,174 2,463,628 
July.... 1,352,602 1,876,842 845,567 eovese 
Aug.... 1,843,434 1,626,299 1,187,819 eetees 
Sept.... 1,535,701 2,725,093 1,267,153 eovese 
Oct..... 3,837,162 4,091,322 1,572,948 eeee 
Nov.... 4,371,917 4,696,601 3,441,752 eee 
Dec.... 4,199,760 5,063,109 3,987,205 se 





Totals .47,005,231 34,870,017 27,865,212 eecees 
Average 3,917,103 2,905,835 2,322,101 2,785,645 





(Special Cablegram to the Reporter.) 
Liverpool Cotton Oil Market. 
Liverpool, Sept. 2, 1904. 
Cotton oil is very steady at £17 15s. Cake 
and meal nominal at £6. Egyptian seed steady 
to firm at £5 8s. 9d. Sea Island at £5 3s. 0d. 
per ton, c, i. f. Liverpool, 





(Special Cablegram to the Reporter.) 
Hamburg Cotton Oil Market. 


Hamburg, Sept. 3, 1904. 
The market is quiet, but firm, with un- 
changed prices. Prime summer yellow, 36% 


marks; off oil, 35 marks per 100 kilos for fu- 
ture shipment, f. 0. b. Hamburg. Prime Texus 
meal, future shipment, 128 marks; cake, 126 
marks; bolted, 132 marks per ton c. 1. f, Ham- 
burg. 





(Special Cablegram to the Reporter.) 


Trieste Cotton Oil Market, 
Trieste, Sept. 2, 1904. 
The market is firm, with upward tendency, 


anil we believe the advance will be sustained. 


Prime summer yellow, winter months’ ship- 
ment, 49% francs; butter oil, winter months’ 
shipment, 51% francs per 100 kilos c, i, 
Trieste, 


(Special correspondence to the Reporter.) 
Trieste Cottonseed Oil Market, 

Trieste, Aug. 16, 1904. 

Our stock is one that cannot be reminded 
co heavy at this time of the year, since many 
years, because in fact we are having more 
than 32,000 quintals of oil on store at present, 
and the steamers Frederica and Pannonia are 
expected to be soon here with heavy shipments 
of cottonseed oil from your part. 
The situation of our market with reference 
to the outlooK for the future isn’t secured ow- 
ing to the uncertainty @hether duty for 
cottonseed oil will be increased in Austria 
and when. Should duty be increased heavily, 
We are sure to see the import business here 
entirely stopped, because upon oleaginous seeds 
being free of duty, local oil mills, no doubt, 
will eminently. increase their action, and new 
mills are quite iikely to come up. 
As to the level of price, P. S. Y. keeps at 
about 48 francs and winter oil at 483@54 francs, 
both for new crop oil, and ut these prices 
business has been done, though rather hardly. 





(Special Telegram to the Reporter.) 
Memphis Cotton Oil Market, 
Memphis, Sept. 3, 1904 


only few mills willing to 


Crude market quiet, 
bid, Mississipp} 


sell; 23c. asked, 224@22%c. 
Valley October-November, 





(Special Telegram to the Reporter.) 
New Orleans Cotton Oil Market. 
New Orleans, Sept, 3, 1904. 


Twenty-one cents bid Louisiana, Mississippi 
and Texasnew primecrude September shipment; 
more inquiry for refined from domestic buyers, 
particularly off summer yellow, basis 24'¢c. 
loose New Orleans. Some demand for bleach- 
able from West at about 27c. Loose cake and 
meal advancing $26.50 long ton first half Sep- 


tember, $26.25 last half September, $26 Oc- 
tober; very few mills have sold any their pro- 





ducts ahead. This section many will start up 


next week. 





(Special Telegram to the Reporter.) 
Texas Cotton Oil Market, 
Dallas, Sept. 3, 1904. 

Oil steadier, with some little inquiry, 21%ce. 
for crude. Yellow could be sold 238c. for im- 
mediate shipment. Nothing doing in products, 
except a little meal selling at $24.75 short ton, 
shipside Galveston, for September, and $24.50 
first half October. Weather very hot and dry. 
Linters have advanced % to %c. this week on 
light sales. 

ROSIN OIL.—In response to a firmer 
and higher market for rosin prices have 
strengthened, but no sales of carload 
lots have been effected. Some manu- 
facturers are quoting l6c. and others 
17c. for first run of rosin; the latter 
price asked, it is claimed, is for prime 
quality. Jobbing parcels are quoted at 
le. more. 


eee 


OIL PAINT AND DRUG REPORTER 


Cocoannt Oil, Etc. 


CEYLON.—There has been more de- 
mand for forward, and a fair business 
was done previous to the advance 
abroad. Sales of 100 tons are reported 
for shipment any time this year at 6\4c., 
now asking 6%c., with 6%c. bid for fur- 
ther lots. The spot market has about 
been cleaned up at 65c., about 50 tons, 
now asking 6%@7c., as to quantity and 
seller. 

COCHIN.—The market is almost bare 
of stocks in first hands. Jobbing sales 
are reported at 74@7%c. August-Octo- 
ber shipments are held at 7%c., with 
74c. bid. 

CORN.—Early in the week sales of 
six cars were made for September and 
October at 3.80c., now asking 4@4.05c. 
for further lots; second hands are sell- 
ing in a jobbing way at 3.85@3.90c. for 
a limited quantity. The tendency of 
the market is to a higher range of 
values. 

OLIVE.—There 
the market, and sellers are less 
clined to sell round lots either on the 
spot or for arrival. There is a fair 
jobbing demand for spot yellow at 51 
@53c., as to quantity and seller, and 
for fiearby arrivals at 50@5lc. Olive 
foots for new crop shipment are held 
at 54@5%c. and old crop for October- 
November arrival at 5%c., and spot at 
5c. for a choice grade. 


a firmer tone to 
in- 


is 


(Special 
Marseilles Olive Oil Market, 
Marseilles, Aug. 16, 1904. 

We cross a bad moment for reporting any- 
thing, as sellers or better detainers of oil 
don’t know if they have to hold for higher 
prices or sell at current ones, owing to the 
reports of the new crop, which are very con- 
tradictory, but the general opinion is that the 
crops will be very small in Italy and Spain and 
only half a crop in France, and as Spain wants 
for her own use about 80,000,000 gallons, 
Spanish oil is sure to go up in price. 

Current prices are about £30 for the extra 
quality. Foots—Prime quality dark green are 
very scarce and 5c. is freely paid by the soap- 
makers. Secondary quality is sold as’ low 


ag 4%c. ... 
Soapmaking is rather dull for olive oil soap 
and pretty good for peanut oil soap, but they 
are all buyers for next year’s delivery of green 
foots and are willing to pay about 5s. naked, 
but, to our opinion, they will have to pay 
more, as if the crop is short for yellow it is 
short for foot as well. We did not have a drop 
of rain for the last two months, with a heat 


correspondence to the Reporter.) 


at about 32. That’s what kills the olive and 
makes it drop. Spain and Italy just the same. 


PALM.—The market is quiet but 
steady for spot lots of prime red at 
53¢@5l4ec., and of Lagos at 5%@6c., and 
for arrival a shade less is named, but 
the demand is not urgent, as about all 
the large buyers are well supplied for 
the present. 

MUSTARD.—Rather more inquiry for 
jobbing parcels at 48c., but car lots are 
rather slow at 46@47c., as to quality 
and seller. 

RAPE.—The bulk of the recent arriv- 
als were all sold for consumption. 
There is more demand for jobbing 
store parcels at 50c@59c. for burning, 
54@55c. for other grades, as to quality 
and seller. 

Animal and Fish Oils. 


COD.—The position of the market for 
Newfoundland oil is strong, but in the 
absence of liberal offerings, due in part 
to scant supplies and a good demand 
for oil for medicinal purposes, busi- 
ness is being restricted. First hands 
are quoting prices as heretofore at 37c. 
duty paid delivered to New York. 
Round lots of domestic are quoted at 
but sales have been light at 
prices within the quoted range. The 
demand for spot parcels is 
seasonable and sellers are obtaining 
from 8@4c. above the prices named 
for round parcels. 

DEGRAS.—We hear of no contract 
sales of foreign goods and generaliy 
speaking trade in this direction -is 
Primary markets, however, are 
steady in tone, which serve to hold 
quotations firm here. The trading 
throughout the week has been confined 
to small spot lots of 10 to 15 bbls. of 
German at 2%@%8c. and English at 
2%@3c., according to quality and terms 
of sale. Round lots are being held at 
about previous ‘prices, usually 4c. 
and upward for French, 2%c. and up- 
ward for English, 2%c. and upward for 
German, and 2%c. and upward for 
American, all according to quality, 
quantity and seller. 

LARD. OIL.—Prices are somewhat 
firm in tone in sympathy with the 
rise in the market for the raw material. 
Although there are signs of an im- 
provement in inquiries, there has been 
no noticeable increase in “the volume 
of business transacted during the week. 
Trade is still being confined to small 
parcels of 5 to 10 bbls. to fill immedi- 
ate requirements. Manufacturers are 
quoting car lots of prime winter at 
57@58c., according to quality and terms 
of sale. Carload lots of extra No. 1 are 
offered at 49c. and upward, and for 
the other grades former prices are 
being named. 

MENHADEN.—Fishing in the North 
and in the South shows a slight im- 
provement, and the fish being caught 
are fatter. There is little inclination 
by buyers to trade in crude oil, and it 
is still a waiting market. The first 
sales of new Northern crude have been 
made and include 400 to 500 bbls., grad- 
ing A at 21c, sold to the home trade. 
Holders are now asking 23c., but there 
are no buyers. Southern crude oil is 
being held at 20c. f. 0. b. Baltimore, 
but buyers’ views are lower and no 
sales have been effected. Two lots 

of Northern 
exported this 


33 @34c., 


jobbing 


quiet. 


aggregating 4,989 bbls. 
crude oil have been 
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week from New York to Glasgow. 


This is part of the surplus oil 
of last season which was sold some 
time ago. Trade in the manu- 


factured oil is moderate, and round 
parcels of brown strained are quoted 
nominal at 29¢c. and upward and 
light strained at 30c. and upward, 
according to quality, quantity and sell- 
er. Small lots are being sold at 2@3c. 
- the prices asked for large par- 
ceils. 

NEATSFOOT.—The market remains 
steady but quiet and unchanged. The 
demand continues light and only small 
lots are being traded in at full pre- 
vious prices. Manufacturers continue 
to quote round parcels of white at 68c., 
prime at 50@5ic., 20 deg. cold test at 
96c., and 30 deg. cold test at 84c. The 
jobbing demand and all grades are 
selling at about 2@38c. above the prices 
named for carload lots. 

RED.—In the absence of a special 
demand, trade in saponified oil has 
been moderate and principally of a job- 
bing character. Prices, however, have 
undergone no perceptible change and 
remain steady in tone in sympathy 
With the steady market for the raw 
material. Several factories are making 
oil and offerings are larger, but there 
appears to be no selling pressure. 
Manufacturers are offering car lots at 
4%@5c., according to quality, brand, 
and terms of sale, and for export 
about 4c. less is being named. 
Jobbing parcels are selling slowly at 
4%@5\%4c., according to quality and 
seller. Elaine is being offered by the 
West at 3lc., and here at 32c., but sales 
fer the week are very rather light. 

TALLOW OIL.—No new develop- 
ments or features of interest were 
noted and market conditions remain 
unchanged, with the tone quiet. Prices, 
however, are steady and quotably un- 
changed, in sympathy with the raw 
material. Few round lots have been 
traded in and the bulk of the business 
for the week has been in small parcels 
for immmediate consumption. Manu- 
facturers are quoting round parcels of 
prime at 48c. and upward, acidless at 
52c. and upward and dark at 45c. 

WHALE AND SPERM.—The New 
Bedford market for crude oil remains 
quiet and no sales of importance have 
been made. The stock of crude sperm 
oil at New Bedford on Aug. 29 was 
5.140 bbls., showing an increase for the 
week of 1,250 bbls., and the stock of 
crude whale oil amounts to 60 bbls. 
The demand from the home trade for 
pressed oils continues to be moderately 
fair. Round parcels of natural sperm 
winter are being quoted at 57c., and 
bleached winter at 60c. For natural 
whale winter 44c. is named, for 
bleached winter 46c. and for extra 
bleached 49c. Small parcels are sell- 
ing at 3@4c. above the prices named 
for round parcels. 


Mineral Oils. 


With the starting up of plants in 
various branches of trade, business in 
lubricants shows a slight improvement. 
No price changes have been made and 
the market remains steady in tone. 
Manufacturers are quoting the stand- 
ard qualities of oil as heretofore, less 
the usual discounts, according to terms 
of sale. 

Oil Cake, Meal, Etc. 


There has been a farther rise in 
vaiues of linseed cake for prompt and 
future. With sales of a limited quan- 
tity at $26@26.50, as sellers are not 
anxious to go forward in the present 
condition of the seed market. Our tele- 
grams give the new crop cotton, cake 
and meal situation more in detail with- 
in the cotton belt. 





Exports of Flaxseed from New York, 
BY COUNTRIES IN BUSHELS. 


For Since Same 

past Aug. 1, time 

week, 1904. . 
WORRIEE co idcé cece ie . saviea 20,726 
rer errs ° cased 8,173 
DOAMAIE 2 2scc0ces ee veee oeccce 8,178 
WROMED ééceevseee vee cove eoccce 790 
Netherlands ...... ° éee() “weaee ‘ 63,284 
TOMI Spc0usess dee, wees seawee 113,928 


Wax, Lard, Tallow, Etc. 


PARAFFINE WAX.—Under a sea- 
sonable demand for refined wax the 
market remains steady and without 
change. Manufacturers continue to 
quote 6@6c. for 120 deg. melting point, 
according to quality, quantity and 
terms of sale. Crude is quotably un- 
changed at 5@5%%c., according to color, 
quantity and seller. The exports of 
paraffine wax from New York_for the 
week ending Sept. 1 amounted to 2,907,- 
142 pounds, against 1,935,912 pounds the 
preceding week. 

WHALEBONE.—Trade in the New 
Bedford market remains quiet and fea- 
tureless and no sales have been made, 
owing to the indifference by buyers 
and sellers. The stock of whalebone 
at New Bedford on Aug. 29 was as 
follows, in pounds:— Arctic, 19,000; 
Northwest, 2,500; South Sea, 1,600. Else- 
where: Arctic, nil; Northwest, nil; 
grand total, 23,100. 

TALLOW.—There have been sales of 
200 hhds. at 4%c. and 300 tierces city 
at 4%c. during the week, edible in bet- 
ter request at 5%@b54c., and prime 
country, for which there is a fair in- 
quiry, at 4%4c. and upward, as to 
quality. 

GREASES.—The home trade is better 
as many of the soap makers have been 
replenishing their stocks. The export 
demand is also better. Prices are steady 
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at 4\%c. for house, 3%@4c. for yellow, 
and brown at 3%4%@3%c. 
from 4%@5c., as to quality. 








OLEO STEARINE.—Trade has been 
light, the only sale reported being 50,000 


pounds to the home trade at 7c. 


The Price of Lard at Chicago, 


Aug. Cash. October. January. 
27....- 6.80 @6.82% 6.90 @6.97% 6.95 @7.02% 
29..... 6.95 @6.97% 6.90 @7.07% 7.00 @7.07% 
30.....7.00 @T7.02% 7.07%@7.12% 7.10 @7.15 
81..... 6.85 @6.87% 7.00 @7.10 7.02%@7.12% 
Le... 6.97%4@7.00  7.02%@7.15 7.07%4@7.22% 
2.665 6.95 @6.97% 7.07%@7.17% 7.15 @T7.22% 








Exports of Paraffine Wax 


In the following table are given the 
amounts of paraffine that was exported 
to each country during the month of 
July and during the period of seven 


months ended July 31, 1904, with com- 


parisons, the quantities being in 
pounds:— 
EXPORTS DURING JULY. 

Exporied to— = 1904. 
United Kingdom.......... 994,355 7,553,201 
Belgium ...ccccccccesceee See, 491 127,841 
TPGMOS. cccccccccccscccccse _ csseee 23,590 
GOFMANY 22. ccsccccccscces 2,587,601 632,451 
Tt@ly .cccccccsccccseccsece 1,213,841 389, 186 
Netherlands ........++++++ 460,242 272,607 

649, 661 ne ae 


Other Europe 
British North America.... 15,562 
Cent. Am, & Br. Honduras 1,024 
Mexico 259. 


25, ‘091 








West Jndies & Bermuda... 2,006 =. se aee 
Brasil .ncccccccccccccsecs 28,571 17,506 
GHEE ccccccccnesosccsecccs § sasess steeds 
Other South American..... 12,100 14,460 
TOMAR cecccscccccscccccess 2,624,963 659, 662 
British Australia.......... 819,288 164,510 
Other Asia & Oceanica.... 65,2638 ..s66s- 
Britigh Afric@......6:-000+ sevens 158, 864 

Total, pounds...........- 17,866,239 10,798,458 

EXPORTS FOR SEVEN MONTHS. 
1902. 1903. 1904. 

U. Kingdom... e. 458, 806 62,994,122 53,325,829 
Belgium 4,386,176 2,436,748 
France ... 526,101 349, 692 
Germany . le 14,963,684 9,562,970 
BUMEY ccccceses . . 8,513,076 4,893,482 
Netherlands .. 2,482,433 4,921,276 3,975,028 
Other Europe.. 5,201,506 6,757,223 3,363,507 
Br. North Am. 95,004 $42,168 163,074 
Cent. Am. & Br. 

Honduras ... 260,856 182,582 305,497 
Mexico ....... 3,761,529 3,946,513 4,413,695 
West Indies & 

Bermuda 26,622 13,608 902 
BASIS «. cc ccces 180,995 163, 366 157,509 
CHO ...ceecee 6,238 BE,700 ss acess 
Other 8. Am. 31,314 50,742 56,886 
Japan ........ 26,549 8,997,421 13,494,204 
Br. pe Australasia 4, 342,733 4,808,608 660,590 


Other Asia and 

















Oceanica ... 390,243 1,356,373 1,237,029 
British Africa. 1,329,902 335,995 1,314,562 
Total, Ibs... 02,747,418 122,247,734 99,711,244 
EXPORTS BY MONTHE. 

1902. 1903. 1904. 

January ...... 20,067,601 19,282,980 13,676,557 
Febresry weeee 12,980,393 18,795,476 14,851,675 
March ........ 12,168,282 16,571,158 16,371,469 
BRIBE vicccces 12,322,718 20,226,779 14,698,708 
May . 10,763,958 16,235,269 15,082,558 
June .. 10,081,887 13,269,833 14,260,759 
July ...: . 14,422,629 17,866,239 10,798,458 
August ....... 11,481,204 13,313,163 ...... 
September .... 14,531,199 17,760,008  ...... 
October ...... 19,606,533 18,030,612 ...... 
November .... 16,867,980 16,605,152 = ...... 
December e 20,084,090 16,118,159 ...... 

Total, ibs... .175, 175,268,504 203,119,828 ...... 
Average ...... 14,605,709 17,009,985 14,244,463 

> 
Uses of Rosin and Rosin Oil. 

Sealing wax, especially of the less 

expensive grades, contains, besides 


shellac, acaroid resin, thick turpentine 
Manila copal, coloring matter and fill- 
ing materials equal to about 40 per 
cent. of its weight of resin; the every- 
day sealing wax used for sealing pack- 
ages is about 60 per cent. rosin. 

In the manufacture of cheap putty 
refined resin oil is employed instead of 
linseed oil. As a saturation oil in the 
purification of sugar, mixtures of raw 
heavy resin oil combined with mineral 
oils are now and again applied. Prof. 
Effront, of Brussels, hastens the fer- 
mentation of molasses into alcohol by 
additions of rosin, resin acids and resin 
soaps or solutions thereof, to the mash, 
to the wort, or to the yeast stock. To 
every 100 liters of mash, he adds from 
20 to 100 grams of resin, whereby 
the fermentation process is greatly sim- 
plified, and a much greater yield of 
alcohol is obtained. Molasses out of 
the ordinary or such grades as ferment 
with difficulty are rendered easy of 
fermentation when treated with resin 
acids at a high temperature. 

The manufacturer of pitch-torches is 
likewise a consumer of rosin, as are 
also the makers of fireworks. Wood 
briquettes for kindling fires, composed 
of sawdust, fir cones and coal dust are 
made to retain their shape by the resin 
which is in them, and which assists, at 
the same time, in spreading the flames. 
For solidifying petroleum or alcohol for 
use as fuel a resin soap is incorpor- 
ated with them, and washing soaps for 
domestic purposes which contain petro- 
leum and which are chiefly used for 
boiling cloths containing grease spots, 
as well as a protection against insects 
and vermin, could hardly be brought 
to the consistency of ordinary soap 
without the use of resin soap. The 
partial susceptibility of resin and 
resin Oils to saponification is taken ad- 
vantage of in the preparation of lubri- 
cating oils, as well as such oils as form 
an emulsion with water. A mixture or 


compound which contains certain ratios 
by weight of resin, resin oil and rape 


(Continued on page 38.) 
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Sept. 2, 1904. 


receipts, 
Tar firm, 


Wilmington, N. C. 


Spirits turpentine, nothing doing; 
29. Rosin firm $2.40; receipts, 181. 


NAVAL STORES. 




































































NOTE.—Our prices are for large lots except 1.60; receipts, 111. Crude turpentine firm, 
when otherwise specified, and buyers of | $2.25, $3.75 and $4; receipts, 110. 
small quantities must expect to pay an ad- Liverpol, Sept. 2, 1904. 
vance on these figures. Complete prices Turpentine, spirits steady, 40s. 94. Rosin, 
current will be found on page 30, common steady, 7s. 
London, Sept. 2, 1904. 
Saturday Evening, Sept. 3, 1904. | ogrRening, Waris Mm 2t- Rog: Ameri 
> 








SPIRITS OF TURPENTINE.—The 
market shows no improvement and in 
absence of large buyers and a slow 
coupled with lower 
Southern markets, prices here weak- 
ened, showing a loss of %c. The Sa- 
vannah market eased off Yc. to 52'%c. 
bid. No first hand sales could be traced 
and only small jobbing parcels in yard 
changed hands for immediate consump- 
tion at prices ranging from 57c. down 
to 56c. for supplies in machine-made 
barrels, and 4c. for oil barrels. First 
hands are now quoting supplies in ma- 
chine-made barrels, in yard, at 56c. and 
oil barrels, %c. less, but this still fails 
to attract buyers and the undertone to 
the market is weak. The labor ques- 
tion is causing some apprehension 
among manufacturers and many are 
finding it difficult to secure sufficient 
men to work their turpentine farms. 
The matter, it is intimated from Sa- 
vannah, will be thoroughly discussed at 
the meeting of the Turpentine Opera- 
tors’ Association, to be held in Jack- 
sonville, Fla. 

ROSIN.—The market presents a firm 
appearance, and in response to higher 
Southern markets and general scarcity 
of all grades on the spot here, prices 


TRADE ITEMS. 


F. A. Moore, vice-president of R. Hil- 
lier’s Sons Co., of this city, is spending 
his vacation in Atlantic City, N. J. 


Emil Levi returned last Tuesday from 
a seven weeks’ absence, the greater 
part of which was spent at the Boehr- 
inger laboratories in Mannheim Ger- 
many. 


The Williams & Flash Co., of New 
York, have opened a branch office at 
Atlanta, Go., for the purchase and sale 
of cottonseed products on commission, 
this office being under the management 
of Mr. S. A. Corker, of Atlanta, Ga., 
a gentleman thoroughly conversant 
with the cotton oil business, and known 
personally to many of the mills. The 
Williams & Flash Co.'s success in han- 
dling the products of the independent 
mills is too well known to need any 
comment on our part, and we predict 
for this branch office a successful ca- 


reer, 








made a sharp advance, showing a gain | —————————_—__—__ 

of 5 to 25c. on various grades. The| JTNDEX TO CONTENTS. 
Savannah market shows strength, par- 

ticularly for the graded rosins, and EDITORIALS:— 


owing to short supplies and good de- 
mand prices there show a gain for the 
week of 7%c. to 12c., the latter advance 
being mostly on the high grades. We 
hear of fair sales of all grades during 
the week, and transactions by first 


Exports of Cottonseed Oll.........6...-+ 7 
Window Glass Prices Advanced........ 7 
Statistical Position of Gambier........ 7 
Little Hope for a Quinine Advance...... 7 
Domestic Barytes Situation.............- 7 
TRADE ITEMB.....cccscccccseces 8, 22, 38, 41 


hands included about 500 to 600 barrels | PETROLEUM NOTES............-.+.0555 8 

of common and good strained in yard | MISCELLANEOUS:— 

at $2.70; 500 barrels of window glass Proposed Russian Duties.........+..+.++- v 
Bone Grease an Unenumerated Article... 9 


and water white grades at about $4.85 





@4.90, and $5.15@5.20, and other parcels Sharp & Dohme and Freight Discrimina- 
at prices within the quoted range. The HON crccccccccccccccccsseesscsescocsens 9 
following advances for the week have Freight Discriminations............+++++- 9 
been made:— 5c. to $2.70 for common, New ae s + eees see secceeeers : 
good and D grade, in yard; 5c. to $3 for ane ben “eee aa eee > 
E; 5c. to $3.05 for F; 5c. to $3.10 for G; Cities Linden SAMbet....<...0.ccvcccce 10 
lic, to $3.25 for H; 25c. to $3.70 for I; 10c. Production of WUUODAL. <6 ccccccsciove ces 10 
to $4 for K; 20c. to $4.40 for M; 20c. to Classification of Borax Products........ 10 

$4.50 for N; 20c. to $4.95 for window] ‘he Reaction of Lard from Cottonseed 
glass, and 25c. to $5.25 for water white. a i errr rr re 16 
The jobbing demand has been moder- Reappraisements of Importations........ 17 
ately active. Exports of Paraffine Wax............5+5: 22 
TAR AND PITCH.—The position of Uses of Rosin and Rosin Oil............ 22 
the market for tar remains practically PRRMAD GHUMROE 5.6 ccicsccedsicccsscceesess 24 
unchanged and dull, with prices quoted London Drugs Auctions.............+++- 27 
entirely nominal for supplies in oil bar- A Diamond and Golden Jubilee.......... 27 
rels, of 50 gallons, in yard. No first Production of Fuller's Earth ce estcvcceoe 42 
hands sales could be traced and in job- The Kentucky Petroleum oy rr 42 

bing parcels sales have been decidedly | Refund of Tax on Export Bills of Lad- 
small. In pitch trade continues dull as ing ssf ST Ti Tir Pere Ee = 
is usual at this time of the year, but ee Wendetins “aa tases eueeeveesesnes a 
prices are firm in sympathy with the Imports at New York During 1904...... A 
strong market for rosin. No round lots | New process of Extracting Olive Oil.... 60 
have been traded in and holders are} (Cottonseed O11 Export Statistics......... 52 
quoting supplies, in yard, at $2.35 and Imports ONE WEports...crccccccccsccsvese 54 
small parcels at $2.40@2.45. Naval Stores Export Statistics.......... 55 

STOCKS IN YARD. MARKETS :— 

Spirits, Rosin, Tar, Paint Mariket.....cccccccccccccsscscecccce 11 
bbls. bbls. bbls. Ol] BRMPNGs.. vccccsecccsesscscccccecveres 19 
New York, Sept. 2.. 979 29,066 2,433 Naval Stores Market........ccccccssceees 20 
Wimngton, Aug. 26. 1,201 34,028 4,402 | Marseilles Olive Oil Market............ 21 
Savannah, Aug 31. . .25,203 73,107 tees Trieste Cottonseed Oi] Market... a 
Charleston, S. C., Sept. 2, 1904. Chicago Seed and Oil Market. 24 
Turpentine firm, sane. 3 ; anise, on peta oo ieee Re - 
firm; sales, none. Quote:—A, $2. 37%; London Drug Market... a. 
4a E, $2.47% F, #2 52% a P52.60" H, $2. 70: Chicago Fertilizer Market............... 41 
#1 8: Ww. 83:50; Me $3.85; N, $4.10; Ww. G., CN. SIN 6.64 0.5.0-06.0.04.00000660 006% 49 
7 ri Fertilizer Materials Market............. 52 
New Orleans, Sept. 2, 1904. Baltimore Fertilizer Market............ 52 
Receipts rosin, 26 barrels; do. turpentine, 37. Serer rere csreeseeese : e 


Savannah, Sept.’ 2, 1904. 


Turpentine firm, 52%c.; receipts, 619; sales, 
receipts, ace 





THE W. G. WILKINS CO., Engineers & Architects 


aap; exporo: 117. ean. d 
sales, ; exports, ¢ $2.05 at B, 
$2. 50: D, $3.55: 5, $2.60: & $h70: Westinghouse Bidg., Pittsburg, Pa. 
, $2.78) I, $3.30; K, oe Mill Bulldings and Paves Werte Doetpned and 
.20@4 Construction Superintended. 


, $4.65; W. W., $4 





PRODUCTS FROM 


Yellow Pine, White Wood Tur- 
penting, Disinfectants, Tree and 
Plant Spray, Paint Oils, Etc. 


American Oil & Chemical Co. 


GAIBRSVILLE, FLORIDA 


GUARANTEED PURE 


Spirits Turpentine made 
from pitch pine-wood. 
No chemicals used in dis- 
tillation. Tar, tar oils, 
etc. 


NAVAL STORES SUPPLY CO. 


BISCOE, N. C. 


Mississippi Naval Stores Co, 


Manufacturers, Exporters and Dealers in PURE 


Water White 


TURPENTINE | wi ie 


WRITE FOR QUOTATIONS. HATTIESBURG, MISS. 


S. P. SHOTTER COMPANY 


New York, Philedeliphia, Savannah, Chicago. 


ROSIN, TURPENITINE, TAR 


Resia Oil, Navy Pitch, Brewers’ Pitch, Tar Oil, Venice Turpentine 
GBT OUR PRICES. 











WANTS. 


SPECIALS OR NOTICES in this column 
are at the rate of Two Dollars for each in- 
sertion for eight lines or less. All over eight 
lines Twenty-five cents per line of about six 
words. The full amount in cash must ac- 
company all orders. 


WANTED 
Practical paint man to take manage- 
ment and interest in well established 
paint business. Must invest from $165,- 
000 to $25,000. Address Box 418, care of 
this paper. 


AGENCY WANTED 


A large firm, with an _ established 
branch in San Francisco, wishes to 
add to the line of goods it now handles, 
and will accept the agency for terri- 
tory west of the Rockies, from a few 
manufacturers of staple goods. Ad- 
oon a & Di, O. Box 885, New 
ork. 








WANTED 
Experienced salesman for New York 
and Pennsylvania by a reliable paint 


manufacturer; liberal compensation. 
Address, “MANUFACTURER,” care 
of this paper. 

FOR SALE 


$15,000 capital stock for sale in sound 
manufacturing chemical company in 
Florida; profits average from 30 to 100 
per cent. on manufactured goods. 
Sound investment. A discount of 25 
per cent, is allowed on all stock applied 
for over $200. Apply for full particu- 
lars to “CHEMICAL COMPANY,” care 
of this paper. 


POSITIONS WANTED 
Chemist, technical graduate, with wide 
practical knowledge of soaps, oils, 
greases, glycerine, etc., desires position 
with soap or allied industry, preferably 
one where he may assist in the man- 
agement. Address “E. H. C.,” care of 
this paper, 





WANTED 


By a first-class traveling salesman, a 
position with a paint or varnish manu- 
facturer. Am selling to the largest con- 
sumers in New York and vicinity and a 
Southern trip. Can give best of refer- 
ence from present employer. Address 
“C. L.,”’ care of this paper. 





HAMBURG FIRM 


Of commission agents, well introduced 
to shippers and wholesale houses in col- 
ors, drugs, &c., are open to a few more 
additional agencies. Chemical goods, 
technical drugs, &c., &c., preferred. 
The very best references given. Please 
address ‘“‘H. O. 9672,’’ care of RUDOLF 
MOSSE, Hamburg, Germany, 





FOR SALE, 


Varnish factory, fully equipped, near 
New York city, low rent, and stock of 
manufactured varnishes and raw mate- 
rials, formulas, &c. Present owner 
up-to-date factory man, and Al sales- 
man; his services can be had if required. 
Reason of selling, insufficient capital. 
Address “FACTORY,” care of this pa- 
per. 





Paints and Chemicals 


Old established agency business, well 
known in Hamburg and throughout 
Germany, is open to make connections 
with first-class American manufactur- 
ers who want to have their goods sold 
in Europe. Representative will be in 
New York soon. Correspondence soli- 
cited. Address ‘‘PHOENIX,” care of 
this paper. 





POSITION WANTED 


Chemist of twelve years’ industrial ex- 
perience wishes engagement. Special 
experience in oils and compounds. Ad- 
dress “INDUSTRIAL,” care of this pa- 
per. 





WANTED 


An Al paint salesman for paint job- 
bing house, to work Northern West 
Virginia and Eastern Ohio. State sal- 
ary and experience; also reference, Ad- 
dress “PAINT,’’ care of this paper. 


OZOKERITE, 


CERESINE, 


OZOKERITE MINES OF THE GALICIAN 
CREDIT BANK BORYSLAW, 


A. W. BRUNN, Representative, 








2-4 Stone St., NEW YORK 
C.C. SHEPHERD C. L. PARKER, M. S. 
Attorney and Seliciter ta Chemical Expert in 
Pateat Causes Patent Cases. 


SHEPHERD & PARKER 


U. S. AND FOREIGN PATENTS. PATENT LITIGATION 
TRADE MARKS AND COPT RIGHTS 
8 REVENUE BLDG. WASHINGTON, D. C. 


SAM’L P. SADTLER & SON, 


CONSULTING AND ANALYTICAL CHEMISTS 


Analyses and Reports made in all Branches ef Ia- 
dustrial and Applied Chemistry. Raw Materials 
and Waste Products ef Manufrcturing Precesees 
specially studied and reperted upon. 
N. E. Cor. 10th and Chestnut Sts. (4th Fleer 
PHILADELPHIA, PA. 








OIL PAINT AND DRUG REPORTER 


Machinery Department. 


The advertisements which appear in this department are those of Manufacturers, and they all will send catalogue and full 


information upon application. 
It is requested that all inquirers mention the fact that the name was taken from the MACHINERY DEPARTMENT of thie 


publication. 
If any of our readers are contemplating the purchase of machinery we will be pleased to place them in direct communication 


with the manufacturers. 











The “JOHNSON” Filter Press| 


Ht Is being used in an unlimited number of pro= 

a Nh HNN A NI ) 1 cesses and could in many instances replace 
NNN } 
M UAE 


BET et PT ether and more expensive methods of 








J EF FREY 
SCREENS 


FILTRATION, SEPARATION AND PARTIAL DRYING. 


Information of value can be had by address- 
ing 





Made to Order to Suit Purchaser. 





ALSO MANUFACTURE 
ELEVATING, CONVEYING, 
POWER TRANSMISSION, 
CRUSHING MACHINERY 


376 Page Catalogue is Yours 
for the AsKing. 


Franklin Square, New York 


F-ILTER PRESSES 





ADDRESS: 


THE JEFFREY MFG. CO. 


COLUMBUS, OHIO, U. S. A. 
NEW YORK. DENVER. 





Locations 
for Industries 


TILA, 


YA 4) ae lee 


The Patent Plate saves cloths, 
produces a dryer cake, and is 
altogether better than the old 
forma. WRITE FOR INFORMATION, 


D. R. SPERRY & CO. 
MANUFACTURERS OF 





WILLIAM R. PERRIN @ COMPANY, {#17488 


PAINT MILLS and MIXERS 


Hand Mills, Power Millis, Gang Millis, Pony, Liquid and Semi-Paste 
Mixers. Guaranteed and sold on approval. Write for Catalogue. 


WATERVILLE FOUNDRY & MFC. CO., WATERVILLE, J. 1. 


IMPROVED D R Y E b © 


AUTOMATIC 
AMERICAN PROCESS (CO. ‘**c%a"ox2"""" 


Mixing Tanks, Drying Pans, Steam Jacket Tanks, 
Storage Tanks for oils, naphtha, gasoline and other 
fluids. Plate and Sheet Steel Work of every description. 


Erie Railroad 
New York to Chicago 


vacuum =, STEAM _ KETTLES, 








THE BRADLEY STENCIL MACHINB In unlver- 


Makes stencils in balf a \ wette toe sal use by 

iano cat cress thousands of 
manufactur - 
ersand ship- 
pers. 


A. J. BRADLEY, 101 wee > U.8. A. 


The Erie Railroad Company’s In- 
dustrial Department has all the ter- 
ritory traversed by the railroad dis- 
tricted in relation to resources, 
adaptability, markets and advantages 
for manufacturing, and can advise 
with manufacturers in relation to the 
most suitable locations. For infor- 
mation, address 





“The groves were God's first temples."’ 


SEPTEMBER 
IN THE 


Tin and Lead Lined Tanks. Galvanizing. 


‘LO, KOVEN & BROTHER, Office: 50 Cliff St, New York 


LUIS JACKSON, 


Industrial Commissioner 
4rie Railroad Company 


21 Cortlandt Street, New York 





A PERFECT ' ae PR ——e 


A new feature: round 
|| knobs on the bevel of # 


ADIRONDACKS 


BINDERS holding one volume (6 
months) of the Reporter will be sent 


No finer place in September can 


. ing afl 
be found than the Adirondacks. the plate allowi & by mail on receipt of $1.00. 
Tt tt : at : o better filtration at the 
ne air is cool and bracing, the sence sittin A 
ong 0 Se ae THE CELEBRATED KAESTNER WESTERN 


fishing fine, the scenery beauti- 
ful, and they can be reached in a 
night from Boston, New York or 
Niagara Falls. All parts of the 
Adirondacks are reached by the 


NEW YORK CENTRAL LINES 


MILL AND MIXERS. 


Mills, Mixers, Chasers, Pony Mixers, Drug Milis. 
Paint Piants bull 
complete, Sat 


Superior construction. 
Extra heavy supports. 
No possibility of leakage 
under pressure. 





35 chambers, 30 nches square. 





Centre feed. 


THE ALLBRICHT-NELL CO., Chicago, U. S. A. 


Centre closing. 


0py of No. 20 of the ‘‘Four-Track 


Manufacturers, Large Dealers, the world over, 


Read the Oil, Paint and Drug Reporter 
SHRIVER FILTER PRESSES 


For Filtering COTTONSEED OIL, LINSEED OIL, VARNISH, 
COLORS, WHITE LEAD, WHITING, CLAY, STARCH, GLU- 
COSE, SUGAR, LARD OIL, TALLOW, CHEMICALS, ets. 


Special Bronme Presses for filtering acid liquors. Small experi- 
mental Filter Presses for laberatery use. 


Filler Press Pumps, Filter Cloth and Filler Paper. 


T. SHRIVER & CO. 


341 East gé6th Strest. NEW YORE CITY 


A co ny No. 
Series,’’ ‘‘The en and How to 
Reach Them,”’ will be nt free on re 
ceipt of a 2-cent stamp “by Geo orge H. 
Daniels, General Pagsen nger Agent, New 


York Central R. R., Grand Central Sta- 
tion, New Yor 











GHAS. KAESTNER & CO. 





S41 te 961 Be. Sellersen Bisest, CHICAGO, 1b 
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Patents Granted. 


Under this heading we give a resume of the 
patents relating to the various trades repre- 
sented by the Oil, Paint and Drug Reporter, 
issued by the United States Patent Office. A 
copy of the specifications of any of these pat- 
ents may be obtained by addressing Commis- 
sioner of Patents, Washington, D. C. When 
ordering specifications it will be necessary to 
give the number of the patent. 





Patents Issued August 23, 1904. 


768,034.—GLASS-WORKING MACHINE, _ Ir 

ving W. Colburn, Franklin, Pa. Filed Mar. 

Two rotary holding-heads in axial alinement, 
one tubular means for casting a mass of plastic 
glass between and im secure adhesion to said 
holding-heads, whereby the glass may be ro- 
tated, a movable hollow plunger, having a con- 
tracted terminal aperture, mounted in the tub- 
ular holding-head, to be thrust axially into 
said plastic rotary mass, to meet the opposite 
holding-head, and means for stopping and un- 
stopping the terminal aperture of said plunger 
from the outside thereof at will. 





768,0356.—EXTRACTING ZINC OR OTHER 

SULFIDS FROM THEIR ORES. Guillaume 

D. Delprat, Broken Hill, New South Wales, 

Australia. Filed Jan. 2, 1903. 

The method consists in forming a solution 
of sulfuric acid and a sulfate, maintaining the 
solution heated below the boiling point, feeding 
finely-ground ore thereto, whereby the acid 
will react with the soluble sulfid-ore particles 
present to form sulfureted hydrogen and be 
lifted by bubbles of said gas to the surface of 
the solution, and removing the ore so carried 
to the surface of the solution, 





768,101.—_PROCESS OF TREATING AND DIS- 
SOLVING WURTZILITE. Frank M,. Whit- 
all, Washington, D. C. Filed July 25, 1903, 
The process consists in dissolving it in dead- 
oil and then removing the solvent until the 
mass becomes consistent, 





768,108.—SULFURIC-ACID PLANT. Adolf 

oo Brussels, Belgium, Filed May 14, 

1903, 

A plant for the manufacture of sulfuric acid, 
comprising a roasting-furnace, a Glover tower, 
a heating-flue for the passage of the sulfur 
fumes and gases from the furnace to the tower, 
and vessels for the concentration of sulfuric 
acid located within said flue and adapted to be 
inserted and withdrawn therefrom, said vessels 
being provided with an inlet or supply pipe 
extending through the wall of the flue so as 
to receive its supply from without, and a dis- 
charge-pipe likewise extending through the 
wall of the flue, and vapor-exit openings dis- 
chraging into the flue, the inlet or supply pipe 
being located at the end proximate to the 
tower and the discharge-pipe being located at 
the end proximate to the furnace. 





768,140.—NON-REFILLABLE BOTTLE. Theo- 


bey F. Odell, Nyack, N. Y. Filed Nov. 4, 
The combination with a bottle having an 


internally-grooved neck; of a casing within the 
neck and having slots in opposite sides thereof 
opening into the groove, a partition within the 
tube and between the slots, a second partition 
within the tube and below the slots, said second 
partition having an aperture therein, and a 
tube inclosing the erture and depending from 
the lower partition, arms extending from the 
tube, an apertured valve-casing within the 
first-mentioned tube and inclosing the arms and 
their tube, and a ball-valve within the casing. 





768,155.—HYDROCARBON-BURNER. Thomas 
— San Francisco, Cal. Filed Feb, 24, 
A hydrocarbon-burner consisting of an outer 
casing having on its forward end an exit-tip, 
an entrance-chamber fitted upon and communi- 
cating with the rear end of said casing, a 
cross-partition in said entrance-chamber, a& 
plurality of pipes fitted to and opening through 
said partition, said pipes extendng forwardly 
into the outer casing nearly to its tip, and hav- 
ing their outer ends closed and their walls pro- 
vided with numerous small exits, a fluid con- 
nection with said chamber back of the par- 
tition, and a controllable fluid connection be- 
tween said first-named connection and the en- 
trance-chamber back of its partition. 





768,274.—PROCESS OF MANUFACTURING 

GLUE OR SIZE. Pedro Fargas-Oliva, Bar- 

celona, Spain. Filed Feb. 4, 1904. 

A process consisting in fermenting gluten 
with three per cent. of carrot-juice, adding to 
the fermented mixture one per cent. of extract 
of oak-bark to prevent further fermentation, 
stirring the mixture thus produced, mixing the 
same with farinaceous and earthy substances, 
pressing and dividing this product into pieces, 
pressing said pieces into a thin condition al- 
ne same to dry and finally pulverizing 
them, 


768,314.—CRYSTALLIZING APPARATUS. Er- 
ich von Seemen and Ernst Ruhle, Rheinfel- 
den, and Oskar Faller, Basel, Switzerland. 

Filed Sept. 15, 1902. 

The combination with a vessel adapted to re- 
ceive the liquid to be treated; partition-walls 
arranged in said vessel and dividing the latter 
into at least two compartments communicating 
with each other at the lower as well as at the 
upper edge of said walls; heating-pockets ar- 
ranged in one of said compartments and form- 
ing passages between the latter and themselves; 
circulating-pipes extending through said pock- 
ets, and means for conducting a heating me- 
dium through the latter and around said pipes. 








768,389. — CYCLOGERANIOLIDENACETONE 
AND PROCESS OF MAKING SAME. Georg 
Merling, Frankfort-on-the-Main, and Hein- 
rich Eichwede, Hochst-on-the-Main, Germany. 
Filed Feb. 26, 1903. 

As a new product, a mixture of alpha and 
beta cyclogeraniolidenacetone, being a color- 
less oil, boiling at 132 to 134 degrees centigrade 
(ten millimeters pressure) and having when 
concentrated an intense odor of cedar wood and 
of violets when strongly diluted. 





768,398.—PYRAZOLONE COMPOUND AND 
PROCESS OF MAKING SAME. Martin 
Overlach, Greiz, Germany. Filed Aug. 26, 


As a new product, the chemical compound 
from butylchloralhydrate with 4-dimethylamido- 
1-pheny]-2:3-dimethyl-5-pyrazolone, being a 
white powder of yellowish tint having the 
melting point 85 to 86 degrees centigrade, solu- 
ble with difficulty in cold water, benzene and 
ligroine, readily soluble in alcohol and ether, 
and adapted for use as an anaesthetic. 





768,455.—GLYCOLLIC ACID ANILID-ORTHO- 
CARBOXYLIC ACID AND PROCESS OF 
MAKING INDIGO. Benno Homolka, Frank- 
fort-on-the-Main, and Friedrich von Bolzano, 
ee eee, Germany. Filed Feb, 
The process for the manufacture of indigo 
which consists in heating the glycollic acid 
anilid orthocarboxylic acid in form of its alkali 
salts, obtained by the fusion of anthranilic acid 
and glycollid, with caustic alkalies and in oxid- 
izing the indigo lueco body thus obtained in 
aqueous solution to indigo in the usual man- 
ner, 


768,583.—PROCESS OF MAKING THEOPHYL- 





OIL PAINT AND DRUG REPORTER 











LIN. Mitford C. Massie, Washington, D. C. 

Fired Jan. 25, 1904, 

Tl.e process consists in submitting 8-chloro- 
caff:in to the action of chlorin contained in 
nitiobenzol, driving off the nitrobenzol, caus- 
ing steam to act on the residue, filtering, dry- 
ing the filtrate, and isolating the resultant 8- 
chlurotheophyllin. 





768,561.—ANTISEPTIC COMPOUND. Alphonso 
oo Clover, Ann Arbor, Mich, Filed Sepi. 17, 


903, 

An antiseptic compound derived from succinic 
anhydrid and hydrogen peroxid which is char- 
acterized by the following properties: it is a 
colorless crystalline body and is both an acid 
and a peroxid containing about six and eight- 
tenths per cent. of active oxygen; it is mod- 
erately soluble in water, alcohol, acetone, and 
acetic ether, it is sparingly soluble in ethyl 
ether, and it is practically insoluble in chloro- 
form and benzene; when heated it begins to 
soften at about 115 degrees centigrade and 
completely melts at about 128 degrees centi- 
grade, with decomposition and evolution of 
gas chiefly carbon dioxid; when placed in 
water and agitated the amount initially taken 
up by the solution is subsequently increased 
and is doubled in less tham half an hour; upon 
long standing in aqueous solution it is con- 
verted into succinic acid and hydrogen peroxid; 
the substance is a germicide and has its full 
power immediately upon being dissolved in 
water. 





768,562.—PROCESS OF FORMING ORGANIC 

PEROXID ACIDS, Alphonso M. Clover, Ann 

Arbor, Mich, 

The process of forming organic peroxid acids 
which consists in mixing a quantity of the pul- 
verized anhydrid of a dibasic acid into a solu- 
tion of hydrogen peroxid and agitating the 
same until precipitation takes place, and of 
then removing the precipitate, 





768,563.—ANTISEPTIC COMPOUND. Alphonso 

ior Clover, Ann Arbor, Mich, Filed Dec. 26, 

An antiseptic compound consisting of a hydro- 
lyzed solution of succinic peroxid acid which 
is characterized by the following properties: it 
is colorless, and is both an acid and a peroxid; 
it is odorless; it gradually deteriorates with 
the formation of hydrogen peroxid; it rapidly 
liberates iodin from potassium iodid, and it 
oxidizes a trace of manganous salts to perman- 
oa acid, and has an intense germicidal ac- 
tion. 


768,564.—SAFETY DEVICE FOR OIL-WELL 

TORPEDO SHELLS. William H. Ernst, 

Marietta, Ohio, and Adam Cupler, Jr., Titus- 

ville, Pa. Filed Nov. 138, 1902, 

A torpedo comprising a shell, spaced-apart 
flanges arranged adjacent the opposite ends of 
the shell, an annular pneumatic tube arranged 
about the shell and engaged by said flanges, 
said tube being retained against longitudinal 
movement by said flanges, and being in fric- 
tional engagement with said flanges and that 
portion of the shell between said flanges. 








768,575.—APPARATUS FOR EXTRACTING 

ESSENCE. Elmer E. Hand, New York, N. 

Y. Filed Aug. 11, 1903. 

The combination of a stationary still, a 
foraminous cage within the still, a shaft pro- 
jecting beyond each end of the cage, one of 
said shaft ends extending through the end wall 
of the, still, a removable head at the opposite 
ené of the still, a laterally-moving truck, and 
mechanism mounted upon said truck for re- 
volving said cage, said truck adapted to be 
moved to withdraw the cage from the still. 


_— OP 





(Special Correspondence to the Reporter.) 


Chicago Seed and Oil Market. 


Chicago, Aug. 31, 1904. 


The past week has seen a development of 
the flaxseed market and more activity than 
it has shown for some time. Where the 
market has been practically a nominal affair 
for the last few months in Chicago, there 
have been sales recorded in the last week 
of several cars, and there has been at the 
Same time a noticeable increase in the vol- 
ume of trade in the Northwest, particularly 
at Duluth. Stocks in that city on Monday 
were 4,970,934 bushels, a decrease of 336,551 
bushels. Shipments were 825,811 bushels. 
Minneapolis stocks are now only 382,530 bushels 
against 62,000 bushels one week ago. Locally, 
while there has been quite a fair movement 
of seed to this market, the absorption of the 
supply has been such that the amount of 
seed here increased only 1,201 bushels. The 
total supply in public warehouses in this city 
on last Monday was 16,091 bushels. Of this 
amount there were 14,890 bushels No. 1 seed 
and 1,201 bushels of rejected, the increase 
therefore for the week being in the low grade 
stuff. The sales have, of course, been of the 
best grade known to the local inspection rule, 
namely:—No. 1 Northwestern. Some evidence 
that the trade is beginning to look ahead, 
however, was indicated in the purchase of a 
small lot of seed for December delivery. 

Prices here have shown little change, the 
range being about % cent. Gales of the best 
grade were at $1.25 and $1.25%, thus keep- 
ing generally about % cent under the price 
at Duluth. 

There has been a good movement of the 
seed from Duluth, the demand there being 
chiefly from Eastern crushers and from Chi- 
cago. Prices showed an inclination to hold 
firm, on the buying, and the situation is 
much more gatisfactory than it has been for 
geome time. It is not anticipated that there 
will be any great amount of activity till the 
new crop movement is well under way—only 
a steady trade, which will reduce the present 
unusual size of the visible supply somewhat. 
The time between the present and the har- 
vesting of the crop is now so short that 
there is little likelihood that the supply will 
be cut down to anything like the figures of 
one year ago, but the fact that it is being 
depleted shows that the old crop is practically 
all in, and that there is now no reserve supply 
to worry the trade. A stray field of two has 
already been harvested, in the southern part 
otf Minnesota, and the returns indicate that 
the early crop is satisfactory in both yield 
and quality. It is estimated that about 25 
per cent. of the crop has already matured or 
will mature before the end of the week, and 
that fully i.at much more of the crop will be 
ready to cut before the 15th of September. 
The balance of the crop will probably be 
turned over to the harvester by the middle of 


September. Experts, however, are allowing 
something for cool weather, and say that it 
is possible that some pf the seed will not 


be ripe even at that date. The weather in 
the Northwest has been cool during the 
greater part of the past week, and this has 
raised the apprehension that the growth is not 
so far along as to insure it against the danger 
of a killing frost. There was a frost in 
South Dakota last week, but it was light 
and did no damage. However, the tempera- 
tures have been too low for the equanimity 
of the trade, and for the farmers who have 
already faced one crop calamity this year 
in the rust damage to their wheat. While 
it is early for frosts, it must be remembered 
that this has been an unusual year meteoro- 
logically, and that it promises to continue 
its unwelcome tendency. And it would not 


. be the first time, though, it is so unusual, that 


frosts have caught the crop at an early date. 
In 1901, there was a period of low tempera- 
tures in August, from the first to the 1ith 
of the month, during which time there were 


frosts, which generally were regarded as light, 
and were thought not to have wrought any 
injury to the crop. ‘Tne narvest proved that 
the conjectures were not well founded, for the 
crop of that year suffered seriously. In Sep 
tember, 1885, tnere were low temperatures tur 
some time, ranging trom 8U to #4, accompanied 


with killing trosts, and later in the same 
month the thermometer got down to 22 de- 
grees. iveryone connected with trade ex- 
pected that the crop would be ruined, but 
again it was shown that the flax crop is an 
uncertain proposition, tor there was prac- 
tically no trosted seed that season. The 
trade is generaliy agreed that the frost 
cannot work much injury to the seed, 
it it has passed the green stage and 
this stage is reported to have been sately 


passed in most or the fields of the Northwest, 
‘n isolated cases late fields are still back- 
ward, and their condition has not been helped 
along much the past week, because of the 
unseasonably cool weather that has generally 
prevailed in all of the sections where the seed 
is planted. One of the agents of the biggest 
crusher in the city, Whose men are now can- 
vassing the flaxseed belt of the Northwest, es- 
timates that practically 75 per cent. of the 
crop is now out of danger from anything but 
a killing frost, and that the crop will be well 
harvested by the tenth of September. ‘The 
effect of frost, should it come, will not be to 
cut down the yield, but will cause a deteriora- 
tion of the quality. Estimates which merely 
give the probable yield are not of great 
value to the crushers, as a given quantity of 
poor seed will not produce the oil that the 
same quantity of No. 1 seed will. The agents 
ot the big crushers, however, are of the opin- 
ion that the seed raised in the Northwest this 
year will grade well, provided the weather 
man will give it a chance to properly mature. 
The question of the total amount of the crop 
in the three big tlaxseed producing States of 
the Northwest is still bothering the trade, and 
various opinions have been hazarded. Some 
of them are purely guesses, while others have 
been given enough attention to entitle them 
to some credence. If it be generally agreed 
that the total acreage is 1,500,000 acres, a yield 
of ten bushels to the acre will give only 15,- 
000,000 bushels, against a production of 27,- 
000,000 bushels last year. This is a much 
larger yield per acre than last year, when the 
average was only a little over eight and one- 
half bushels in the three States. but it is 
generally taken for granted that the crop this 
year will greatly surpass that of last year in 
the average yield. The ftirst threshing re- 
turns showed a yield of fifteen bushels per 
acre. This was in Minnesota, and was, of 
course, of seed planted early, which was fv 
tunate enough to have escaped the generally 
unfavorable weather which caught most of the 
Northwest country. It is not thought that the 
crop as a whole will show such good returns, 
but there are many in the trade who confi- 
dently expect from the reports which come 
from the fields, to see a crop which will 
average thirteen and one-third bushels, which 
would mean a total production of 20,000,000 
bushels. Even with such a yield, which is put 
as the largest possible, the crusher interests 
declare that there is not going to be seed 
enough to go around. The Southwest produc- 
tion is not expected to go above the million 
mark, and scattered areas in lowa and Wis- 
consin and other States may produce another 
million. The amount of seed which has gone 
into use this year from the last year crop 
cannot be less than 22,000,000 bushels, as there 
is now only about 5,000,000 bushels in the 
country, or at least in the visible or available 
supply. There are, of course, a few bears in 
the trade, as in all] trades, who figure that the 
present price is too high, and who are predict- 
ing a break when the new crop movement be- 
gins. Year by year the bears are found in 
the role of predictors of lower prices to go 
into effect as soon as the new crop begins to 
come to market. They do this regardless of 
the possible shortage of the production, seem- 
ingly of the opinion that there is going to be 
no continued demand for the new stuff. This 
was so well illustrated in wheat this season 
that a reference to it at this point may not be 
inopportune. When that cereal was selling 
around 85 cents, the movement of the winter 
wheat crop had not begun. Rains in the 
Southwest did great damage to the crop, and 
the bulls predicted advances which appeared 
justified by the situation. The advance came, 
but the bears were loud in their predictions 
that the price would go off when the new 
wheat came to market. The market, however, 
so far from receding, in the face of the heavy 
receipts from the southwest, climbed to still 
greater heights. This is not cited to prove 
that the value of seed is bound to advance, but 
merely to indicate that the crop movement is 
always taken into consideration by the wise 
bull, as well as the bear, and due allowances 
made for it. Those who are prophesying a 
lower market for the seed are basing their 
predictions partly on the fact that cottonseed 
oil is going to be lower, and that the European 
soapmakers will use that oil in preference to 
the linseed oil. As the market here is to some 
extent ruled by the European one they argue 
that the price of oil here is bound to be 
lower and thus curtail the demand for seed, 
or, at least, cause the holder to take less 
for his seed in the belief that the trade is to 
be a narrower one. On the other hand, 
those who think the market is destined to 
see higher levels see a phase in the situa- 
tion which has not heretofore operated to 
keep up the price. They say that even 
though the demand for oil should lessen or 
events transpire which would cause a re- 
duction in the price of it the demand for 
seed will still be active for the making of 
cake, which is now merely a _ by-product. 
The request for cake for feeding purposes 
in Europe this year promises to be enor- 


mous. Drought in many countries has prac- 
tically wiped out their fodder crop, and 
compelled them to turn to this country. Oil 


can be sold at lower prices than it now is 
bringing, and still the enhanced value of the 
cake will enable the crushers to make a 
profit. It is figured that with seed at $1.25 
per bushel, and $20 per ton for cake, with 
the working cost at 20 cents per bushel, oil 
can be sold at a profit at 42% cents per 
gallon. At the present price of $23 for the 
cake and $1.25 for the seed, oil can be sold 
at 40 cents. By this method the by-product 
is made to support the chief product of the 
seed, a thing which is rather unique in the 
history of commercial industries, and for 
which thanks are due the foreigner, who 
appreciates the value of linseed cake as a 
feed for his domestic animals. A question 
which has always bothered the statistician 
is how much the grower of grain is holding 
in reserve. It is a comparatively easy mat- 
ter for the figures which represent the 
stocks in public warehouses to be secured, 
with a reasonable amount of accuracy, for 
there are persons at each warehouse whose 
business it is to make known just what 
stocks are stored there. The gathering of 
the figures, therefore, becomes a mere 
mechanical labor. But the amount of stocks 
held back by the farmer is an entirely dif- 
ferent matter, and the despair of those who 
desire an accurate knowledge as to the ex- 
tent of these stocks. The government ex- 
perts, in their reports of the stocks of 
principal grains, always give what they can 
learn of the reserve stocks, but the estimate 
is nothing but a guess, and is, therefore, 
worthless. With reference to flaxseed, how- 
ever, there can be little doubt that the situa- 
tion is such that one can speak almost with 
certainty in saying that there is prac- 
tically no reserve stock. Because the seed is 
not a food commodity it is never held by 
the grower unless he feels that there is going 
to be such an advance in the price that he 
will reap a harvest by holding the seed 


back. This no one but a seer could have 
foretold last season, when the value of the 
seed was at such a low point, and the farmer 
made all haste to get his crop to market, 
Extreme wisdom, or an excellent guess, only, 
would have caused him to retain possession 
of his seed in the face of a constantly de- 
clining market, There is, therefore, no 
doubt that the grower of seed has no seed in 
his barn, but that it is all in the hands of 
the buyers, The stocks at the three prin- 
cipal markets in the United States are given 
every month, and these form the chief sup- 
ply of the old crop. However, not all the 
seed has found its way to the big marts. 
The country still has a supply. Just how 
much this supply has been has puzzled the 
trade for a time. ‘The following is believed 
to be the correct figures of the supply of 
seed which is now in the elevators of the 
Northwest. It is taken from the Minneapolis 
Market Record:— 







AMOUNT OF FLAXSEED IN COUNTRY 
ELEVATORS. 
1904 1903. 1902. 

January ......1,078,000 1,615,000 750,000 
February ...... 868,000 1,615,000 447,000 
March ........ 748,000 1,527,000 322,000 
April .. sees 471,000 505,000 157,000 
May + 284,000 204,000 122,000 
June . 196,000 326,000 96,000 
July ..... ++ 96,000 264,000 65,000 
August ....... 96,000 117,000 9,000 
September © eeccee 216,000 eevee 
OCGtODEr csccces cece ° 1,362,000 1,090,000 
November ..... .ss0.. 2,315,000 eseees 
December ..:... «sees 1,630,000 = 1,702,00u 

A reference to this table will show that 


August is the month when the country stocks 
are the smailest, and the reason for this ie suffi- 
ciently obvious. August is the last month be- 
fore the harvesting of the new crop. The 
siocks have nearly all been sent to the big 
marts and are generally in the control of the 
heavy dealers. ‘the new crop is ready to be 
cut, and if it is marketed immediately, as is 
frequently the case, the elevators need all the 
room they can get. The above table indicates 
a gradual falling off of the stocks in every 
year up to August, and a gradual or sudden 
increase, as the case may be, from that time 
to the cloge of the year. Judging from what 
the past shows the figures for the month of 
September will indicate considerably more than 
96,000 bushels in country warehouses. The 
only contingency here to be considered is 
whether or not the farmer will hold back his 
flaxseed and market his wheat, and this can 
only be ascertained as events progress. As 
pointed out last week in this column, much 
depends upon the price of wheat, and this is 
of course contingent upon the outcome of the 
threshing, which will decide whether or not 
the estimates of the losses of spring wheat by 
rust have or have not been exaggerated. If 
the estimate of Crop Expert Snow, who puts 
the total wheat production at 600,000,000 
bushels, is correct, then wheat should go high- 
er, and ip this event farmers may decide to 
hold their wheat and get their flax to market 
first. Receipts of flaxseed in car lots at three 
Northwestern markets for the week ending 
Wednesday, Aug. 31, were as follows:— 





‘Minne- 

Chicago. apolis. Duluth, 

Thursday . oe SR 2 2 
Friday .... 5 5 9 
Saturday ... 5 3 6 
MEOMERT seccctcecsse © 1 5 
TUCSARY 2. ccccccces » § 10 10 
Wednesday ........ 1 11 8 
Totals ..cssseecse 33 32 40 


Shipments by boat from Duluth for the week 
Bushels. 


ending Aug. 31:— 


Thursday ......0.. 
Friday 











Saturday . 

Monday . see 

Tuesday ..... os ° 85,850 

WOGRGRRET 00 cccccsctec ce cccseessccocceee” Sane 
TOtals ccccccccsccccccccccccccoccccccs SGML 


Considerable interest is shown by the local 
trade in the report that a Buffalo crusher has 
imported some Calcutta seed. Whether with 
the duty, and the price of the seed as quoted 
in the English market, the experiment will 
prove successful, is a question which the trade 
would like to ascertain. In past years the 
Eastern crushers used to import considerable 
quantities of the Indian seed and sell the oil 
product therefrom to the makers of fancy 
paints, This seed is generally conceded to be 
the finest seed that is raised, and there are 
many paint houses who import the oil for their 
paints. If the American crushers can bring 
the foreign seed over here and convert it into 
oil and obtain for the oil the price which the 
imported product brings, there will undoubt- 
edly be others besides the Buffalo firm who 
will enter into the business. But it is not 
to be expected that the competition from India 
will be such as to cause the American grower 
of the seed any great fear, as the volume of 
the trade would be small at the best, even 
should the crushers find it profitable. England 
is taking nearly all the seed that India can 
raise at the present prices, and there is lit- 
tle surplus stock to turn to this country, even 
if the demand here were to reach large pro- 
portions, There are not a few in the trade 
here in Chicago who are predicting a constant 
falling off in the production each year in this 
country, and some of them are not slow to 
declare that, unless new fiélds are discovered 
and given over to the cultivation of the seed, 
within the next five years there will not be 
enough seed produced in this country to supply 
the domestic demand. This prediction eman- 
ates from a man who has observed the phenom- 
enon of the shifting of crops which is so com- 
mon in this country. It was not 80 many years 
ago that Illinois was one of the greatest of 
the flaxseed producing States. Now the State 
does not raise a bushel of the seed. The crop 
producing area has been changed to the North- 
west, but it shifted originally from here to 
Kansas and the Southwest. It is only since 
1885 that the North Dakota seed, conceded to 
be the best American seed, has been on the 
market. Its introduction was due to Russian 
immigrants who settled in North Dakota, and 
found the soil and the climate similar to that 
of their native land, and consequently adapted 
to the growth of the seed, Experts say that 
the continual shifting is due to the fact that 
the seed wears out the soil after several years 
and makes it unfit for the further raising of 
the seed. It leaves in the ground a pron 
substance called ‘‘flaxwilt.’’ This might be 
overcome, but not until the American farmer 
learns the valuable lesson of the rotation of 
crops, which he seems to balk at. Unless this 
plan is pursued, however, the experts declare 
that the time will come when the seed must 
seek new fields or die out as an American pro- 
duction. Receipts at the three principal mar- 
kets of the Northwest were 105 cars, showing 
an increase over those of the previous week. 
Of these there were a number of cars of new 
seed of the Southwestern variety shipped into 
Chicago. The movement from the Southwest 
is fairly free, but by no means heavy, and 
there is not much demand for it in the local 
market. The slighting of this seed in favor 
of the Northwestern variety is due to the 
poorer quality of the former. Crushers figure 
that a bushel of the Northwestern seed will 
produce nearly two gallons of oil more than 
the seed from the Southwest. This has made 
the seed from that section of the country, of 
little desirability in the local market. How- 
ever, it is valuable for the cake, and St. Louis 
yas been bidding lively for it the last week, 
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# DRUG MILLERS & MANUFACTURING CHEMISTS 


Know that there is no Mill in ex- 
istence which can grind EVERY 
kind of material—and we fully 
agree with them. But we con- 
fidently say that for any material 
less hard than cobblestones the 


ALSING 
P-U-L-V-E-R-A-T-0-R 


comes mighty near Perfection. 
Please write for further informa- 
tion ;—we are sure it will be to 
our mutual interest. 


J. R. ALSING CO. 


136 Liberty Street, 
NEW YORK, 



















Patentees and manufacturers of 
CRUSHING, GRINDING and PUL- 
VERIZING MACHINERY, 
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E. A. BRYAN COMPANY 


Steel Tanks of every description. 
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Steel Elevators, Structural tron 
Work. All kinds of light and heavy 
plate work. Gray Iron Casting, and 
all kinds of machinery work. 
WRITE FOR ESTIMATES. 
CHICAGO OFFICE, 1018 FIRST NATIONAL BANK BLDG 
WORKS: HARVEY, ILL. 





TANK CARS A SPECIALTY. 


STEEL TANKS OF EVERY DESCRIPTION 


STEEL STORAGE TANKS, CAR TANKS, GRAIN 
TANKS, TANK CARS, CYLINDER TANKS, PRESSURE 
TANKS, STEEP TANKS, LARD, SOAP, and REFIN- 
ING . KETTLES, RENDERING TANKS, STILLS, 
BOXES, PANS, SHELLS, STACKS, BLOW CASES, 
RIVETED PIPE, GENERAL PLATE WORK. 


WM. GRAVER TANK WORKS, “t°*0.,27 2sctson Boutevara 


Rooms 1409-10-11, 

























FRENCH BUHR MILLSTONES 
GRIND WITHOUT DISCOLORATION. 


18 SOOTH WILLIAM STREET, NEW YORK. 


Telephone 3057 Broad. 


GOLDEN OPPORTUNITIES 


xX 
E magazine will point them out to you. 

If you are thinking of changing your location, engaging 
in other business, want a winter home, a summer home, or 
a place for all-the-year-round residence, want an orange 
grove, a banana plantation, a pine apple grove—in fact, any- 
thing, and want it in Virginia, the Carolinas, Georgia, Ala- 
bama or Florida, the magazine will assist you. 

Sent free on request, together with other handsomely 
illustrated literature descriptive of the South and its won- 
derful resources and progress. 


J. W. WHITE, 


General Industrial Agent, Portsmouth, Va. 


SEABOARD AIR LINE RAILWAY 


The 
Lobee 
> Rotary 


Ee Pump 


The most efficient Pump in the market for 
pumping Cotton Seed Oil, Soap, Lye, White 
Lead, Varnish, &o 

FULLY GUARANTEED. WRITE FOR CATALOG. 


Lobee Pump and Machinery Co. 
149-159 Terrace Buffalo, N. Y, 


THE CHARLES MILL SUPPLY 60., 









We are now prepared to supp 


GATED STEEL PANEL 





thickness of cake, improved drainage 


AMERICAN CAN COMPANY 


——— TIN CANS, 
Sheet Metal Packages, 


FOR THE 


Paint, Oil, Varnish and Drug Trades 


EVERY STYLE AND VARIETY. 


Formerly manufactured by the 118 Different Branches of this Company. 


As we have the latest and most improved facilities for manufacturing our goods, and 
unlimited capacity for turning them out promptly, we are confident that we can supply 
the trade with goods of the highest grade of excellence on short notice. 


As our plants are located all over the United States, we fill orders from the factorg 
nearest to the points of deliveries, thereby insuring prompt and satisfactory service. 


General Offices, Bowling Green Bid’g, New York. 


WEBSTER M’F’G CO. 


Elevating, Conveying and Power Transmitting 
MACHINERY 


| eli ’ 
Oil Mills and Chemical 


Office ar 
1075-1097 West Fifteenth St 
CHICAGO 


ifacturersa of the latest 


eh Tod r 
Works 


Fact 


Cement Plants, 


ry 
Eastern Branch 
wr 


Catalogs 


ite for 
38 Dey Street 
NEW YORK 


Williams’ ‘‘Holdfast” Packages 


are “Holdfast” in fact as well as in name— 
our patent lining and packing make them so. 


We Guarantee Them _ Sift-Proof 


Read what one of our customers 
wrote in reply to an inquiry: 


GENTLEMEN— 

Replying to yours of the 2d, will say that we pur- 
chase our hegs from the Williams Manufacturing 
Co., of Northampton, Mass. We have shipped our 
product in these packages to every State in the Un- 
ion, Mexico, South Africa and India, and have 
had very little complaint in regard to breakage and 
waste. Im fact, we consider these packages very 
satisfactory in every way. 

Very truly yours, 


J NM rite tor Price List No.7 and further information 


WILLIAMS MANUFACTURING COMPANY 
Northampton, Massachusetts. 


UNIFORM 
FINENESS 


Can be obtained only with an 


AIR SYSTEM 


In Daily Use he 
Standard Oil Co. 
Pittsburg Reduction Co. 
Sherwin-Williams Co. 

and others for your reference 

Fifteen Different Styles and Sizes of 
Pulverizers and Separators 
FOR ALL MATERIALS. 





Write for Catalogue 


Raymond Bros, Imp. Puly, Co, 
143 Laflin St., Chicago. 





NILES TOOL WORKS 


F ILTER PRESSES with STEEL PLATES 


ly FILTER PRESS PLATES consisting of a CORRU: 
in a cast iron frame, possessing the following ADVANTAGES: Saving 


in weight (30 to 60%), increased facility in handling, reduced risk of breakage, reduced depth for a given 


of filtered liquid, improved washing, etc., etc 


WRITE FOR FULL PARTICULARS, SIZES AND PRICES 


NILES-BEMENT-POND CO. 


136-8 LIBERTY STREET, 
NEW YORK, U SA 





26 


25 1.18 1.18 


Prime stock has been selling in that city at] Saturday ........ 1.25 ee 
$1.17 and toward the close of the week it was | Monday ........ 1.25 1.18 1.18 $1.20% 
bid up a half cent, and later sold at the ad- | Tuesday revere LD 1.18 1.18 ves 
vance, There are about 19 presses in that city Wednesday Svwee 1.25 1.18 1.18 


and the demand to supply them has caused 
more activity than ‘has been shown for some 
time, the price of cake being the moving in 
fluence. Minneapolis has had a dull and quiet 


RECEIPTS AND SHIPMENTS OF FLAX- 
SEED AT CHICAGO 
RECIEPTS 


week without a feature. Prices showed a fair 
net advance, but it was not expected that there (By Railroad.) 
would be much life to the trade, Receipts Total 
have been light and there is no one in the No. 1, No by 
trade there who believes there will be any N. W. No.1 Rej G rade R. R. 
marked activity to the business until the new] Jan... 27,540 51,000 14,110 5,100 97,760 
crop movement is well under way. Feb .. 11,050 38,040 shoe 1,910 62,060 
’ . prices ¢ ) for >» past week: March 29, 750 40,800 P55 2,550 92,650 
Closing prices at Duluth for the past v¥ April + O00 19530 18700 pai be le0 
Cash. Sept. Oct. Nov. Dec. May..... 68,850 15,300 3,400 «+++ 89,250 
Thursday . - 26% 4 ae 26% $1.26% $1.26% $1.26 June.... 4,250 9,350 6,800 . 20,400 
Friday ..... 26% 264% 1.26% 1.25% 1.25% |] July.... 5,100 10,200 3,400 1,700 20,400 
Saturday ... 6s 12 6 §=6«1.25% 1.25% 1. 25% Aug..... 19,800 22.500 7,200 1,800 51.300 
Monday .... 1.26% 1.26% 1.25% 1.25% 1.25% Inspected, 
Tuesday .... 1.26% 1.26% 1.26 1.26 i, = 5 : rote! ens Grand 
oo. . . 1 1 oR oF % »y JAK ota wone- rant 
Wednesday . 1.26% 1.26% 1.26 1.26 1 Lakes. lots. insp't'd. insp’t’d. total 
CLOSING PRICES AT CHICAGO, Jan... cess §=6- 276 97,750 =: 104,550 202,300 
No. 1, POs sce ous 236 62,050 104,550 166,600 
N. W. 6. W. Sept. Dec, March.. seas 994 92,650 179,350 i 
Thursday ...... $1.26 $1.19 $1.19 April... oune 124 56,100 66,300 122,400 
DOMES oo3 ene se 1.254% 1.18% 1.18% May.... veve) Sekt’ Gaee 84,150, 173,400 


THOMAS BURKHARD, 
4904 & 496 Flushing Ave. Brooklyn, N. 


Manufacturer of all K 


COPPER, CHEMICAL and PHARMACEUTICAL 
APPARATUS. 


Y. 


for 
Illustrated 
© Catalogue. 





; 
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An Ideal Machine for Printing Ink, 
" 
Lithographers’ Ink, Putty, en 


ing, Stove Cements, White and 


LE Red Lead, Lozenge Doughs, Pol- 


a ishing Preparations, etc. | 
re Mixer. 


NO OTHER MIXING MACHINE on the market is capable of 


so wide a range of work or can be so fully depended upon for uniformly good 
service. Made with or without steam jacket. Tank can be dumped by 
hand-wheel or arranged for power. Very strong and durable. Three sizes, 
50, 70 and 110 gallons. Write for full information. 


The J. H. DAY COQO., 


New York Office, 76 Park Place. 1144 Harrison Ave., Cincinnati, Ohio. 
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LABORATORY FINE CRUSHER 





Copyright, 1904, by Abbe Engineering Co. 


Reduces Lumps to 4 Mesh 


We build Fine and Coarse Crushers each in six 
different sizes, also Crushing Rolls. 


The machines we build have become known as— 
DUSTLESS — ECONOMICAL — EFFECTIVE. 
They are not the cheapest, but the BEST. 





WRITE FOR CATALOG 





ABBE ENGINEERING Co. 


St. Paul Blidg., New York City 


See our “Ad.” next week. 








| Branch Offices : 


Stems, Leaves, Shavings, 
Wood Pulp, Hard Fibre, Dyewoods, etc. 





OIL PAINT AND DRUG REPORTER ae - 


§ AVE We manufacture “SHENSON'S” 
Patent MULTIPLE EFFECTS 
YOUR and other special machinery 








for this purpose. 


AMERICAN FOUNDRY & MACHINERY, CO., Chicago 





14 in. Iron Plate Mill 
Complete with Counter Shaft, Fast and Loose Pulleys 
This is the Best Mill in the World for Crinding 
COFFEE, SPICES and DRUGS 


Such as Prussiate of Potash, Chrome, Alum, Clay, Sand, Bones, Lumpy Paints, Glues 
Shellacs, and all kinds of Crystals or Salts, Ete. 











The Plates are interchangeable and when the Mill becomes 
dull by use, a new set of plates can be put in at a small cost. 


r. FF. CAMPBELL, 


MANUFACTURERS OF ALL KINDS OF 


Mill Machinery 
and Furnishings 


55 and 57 Laurel Street, 
PHILADELPHIA, PA. 





The Petroleum Iron Works Co. 
WASHINGTON, PA. 


All classes of Steel Plate Construction, Oil Refining Plants, 
Steel Tanks, Boilers and Stacks 





PITTSBURG, PA. NEW ORLEANS, LA. BEAUMONT, TEXAS 





No. 1 IMPROVED 


ROTARY CUTTER 





Copyright, 1904, By Abbe Engineering Co. 


(PATENTED, NOV. 5, 1895.) 


Cuts to any desired size Roots, Herbs, Spices, Barks, Tobacco 
Leather, Chipped Logwood, Cork, 


200 in Satisfactory Operation 


The above is the ORIGINAL PATENTED 


ROTARY CUTTER 


BEWARE OF CHEAP IMITATIONS, SOLD AS THE ‘JUST AS 6000.” 


? 
4 
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June... 433,067 522 20,400 68,000 521,467 





















July.... 99,469 2,908 20,400 45,900 165,769 
Aug.... 205,990 51,300 20,700 277,990 
- ._-_No, of cars———— 
Insp. Non-Insp. Total. 
January . Seveetvees* Zam 123 237 
February ........ arr 123 196 
BOMTGR, cvcsccarcontye . 109 211 320 
SEE \a,0 bk b06<v eRe se 66 is 144 
BEY vcs wstevecexease . 10 oy 204 
June pankewentenres 24 sO 104 
July enlgrcuntanchns :, 54 78 
MME 966 cas daaerys 57 2 80 
SHIPMENTS. 
No. 1, Total by 
N. W No. 1 tejected. R. R. 
GOR. cvsces ie 6,088 83,401 
Feb... ; 54,250 
Mareh 37,417 
April.. 20,776 
May 34,079 
GUNG. 06% 
July 
Aug 
Total by 
No. 1 Lakes. 
SORRRTS cveccces eave — 
February . 
POTN ev ceeersece 
MOTTE vecctictrers eeee 
May eeee 
June eee 
SO bevxcsveueces sees osee 
August 126,500 159,040 
Total Non- Grand 
Inspected Inspected. Total. 
CQRURTY cvcccias saa cose eee 
February ...... 06.08 cove eeee 
BEMEON scscccesss ° eoee 
April eeee eeee 
May eves eevee 
June oeee eeee 
SUN 600s 14h vte2% ose eoce . 
PUB a csssseve 186,831 13,789 200,620 


LINSEED OIL.—The market for oil has been 
at a low ebb during the past week and prices 
are about Ic. below those quoted last week. 
At least, while the market is nominally 42c., 
there is no doubt that the oil can be bought for 
4lc., as the extreme top figure, though the big 
concern which has the market largely under 
control, is not believed to have sold any at the 
lower figure. There has, of course, been some 
new business, but it was small in volume. The 
trade seems disposed to pursue the policy of 
waiting for the returns from the new crop be- 
fore buying largely. The orders which now are 
being filled are chiefly on old contracts, but 
when the size of the new crop becomes ascer- 
tained, as a surety, it is expected that con- 
tracting for future delivery will be conducted 
on an extensive scale. Owing to the lack of 
demand, there has naturally been a consider- 
able storing up cf stocks, though not more 
than the crushers are confident of being able 
to dispose of when the trade is reawakened by 
the new seed movement marketward, Some of 
the independent crushers have been urging the 
trade to the belief that the price of oil is to 
be considerably lowered, but it is rather com- 
mented upon that there has been no marked 
alacrity on the part of these concerns to sell 
oil, for future delivery, at prices under those 
at present prevailing. Still, as pointed out 
elsewhere, it is possible at the price of seed 
and of cake now obtainable, to sell oil at 40c. 
and still have a profit on the investment in 







the raw product. The market value of cake 
as compared with that prevailing two weeks 
ago is equal to an advance of 2c. per gallon 


and this enables the crusher to reim- 
from the seed, the amount that 


in oil, 
burse himself, 


he is required to lose in the sale of the o'l. 
Linseed oil has been influenced to a lower 
level by the decline in cottonseed oil. Whole- 


salers and jobbers are fairly well stocked up, 


SETTERS SE RE OI SN 8 ARRAS SN SRE SRE 


LABORATORY CENTRIFUGALS 


5 and 10 Inches Diam. 


The best and handiest ma 
chines for the Laboratory and 
‘or Experimental Work. 

These machines are driven 
by hand, beit or eleetric motor, 

5 and 10 inches diam, 


Send for catalogue and 
prices to 


C. H. CHAVANT & CO. 


Chemical Engineers, 
117 Danforth Avenue 


Jersey City. 
ES TNE RES SISTA at A Ts RN 


$11.95-FIR 


il 9 buys this, 
s 300-pound 
nteed Fireproof } 
5 highest grade. 
heavy wrought steel 
continuous plate con- 
struction, fitted with 
genuine Yale triplex 
$tumbler combina- 
tion lock; best work- 
manship throughout; 
positively the equal 
of safes that sell at 
$20.00 to 825.00. Di- 
mensions. outside, 
24x145/x16% inches; 
inside, 12x84x9 
inches. Has one 5x4-Inch cash box with fine lock; one 3x4- 
inch drawer; one 3'gx4-inch pigeonhole; one 12x3}¢-Inch 
book space. Just the safe for small merchants and offices. 


$23.95 


UYSTHIS 
875-POUND 
HIGHEST 

GRADE 
FIREPROOF 
SAFE (guar- 
anteed), 
Equipped 
with genu- 
ine Yale un- 
pickable. tri- 
plex, combi- 
nation lock; 
finest construction through- 
out. Dimensions: Outside 
measure, 373 X24 x 22% 
inches. Inside measure, 20% 
x15x13 inches. Arrangement 
of cabinet work: One 6x4¥%-Inchiron cash box with high 

rade lock, with two flat keys; one 3x4X-Inch drawer with 
Ceobe two 2\%x4-inch pigeonholes; one 3x4%-inch pigeon- 
hole, one large book space, 14%(x9% inches; one small 
book space, 14%x4% inches. A BIG BARGAIN FOR ANY 
STORE, OFFICE, FACTORY, SHOP OR HOTEL, 

We will letter your name or firm name in gold over 
door free of charge if requested. You can sendus your 
order for either one of these safes with the understanding 
that we will return your money and pay freight charges 
both ways if you are not pleased or do not consider you have 
received a wonderful bargain and saved about one-half in price. 

For large illustrations and descriptions of our complete 
line of safes, including our massive heavy wall single and 
double door safes at 615.60 up to $102,00, for detailed ex- 

lanation of our method of fireproofing, heavy construc. 
toe. how we make our safes heavier, stronger and better 
than others, how we can sell the highest grade safes it is 

»ssible to build for about one-half the prices all other 

ealers ask, for our great 30-day free trial offer, ex- 
planation of our binding guarantee, our money refund 
offer, for freight rates, for our liberal terms of shipment 
write for our Free Safe Catalogue. Cut this ad. out and 
mail to us and the complete SAFE CATALOGUE and our 
WONDERFUL MONEY SAVING SAFE PROPOSITION 
WILL BE SENT BY RETURN MAIL. Address, 


SEARS, ROEBUCK & CO., Chicago, Ill. 














and do not care to add to their supply except 
as immediate occasion demands, 

LINSEED CAKE.—A heavy and constant!y 
growing demand is reported and the market is 
active and higher. Cake prices and business 
more than compensate the crusher for the dull- 
ness in oil. The demand for the cake is al- 
most exclusively foreign to take the place of 
the fodder destroyed in the European countries 
through the drought, which assumes a more 
serious aspect with every new report. Rou- 
mania, as has recently been noted, prohibited 
the export of all fodder stuff. People were 
sent into the woods to gather leaves to provide 
against dire famine later, and prayers for rain 
were offered up in all the churches, Conditions 
in Austria-Hungary are little better, and Vi- 
enna is reported to be contemplating calling 
on the Hungarian cabinet to join in the fram- 
ing of laws, the purport of which will be the 
inhibition of all grain shipments. 

The result of this continued dry spell is 
seen in the foreign demand for the cake which 
has become so pressing that crushers are re- 
garding it as the principal instead of the by- 
product, as it has always been considered here- 
tofore. The fereign raise of domestic animals 
seenis to put much more faith in the cake as 
a feed product than the American raiser does, 
largely because of the amount of corn raised 
here which creates a contempt in the farmer 
for manufactured feed. Fully 75 per cent. of 
the cake is sent abroad, which would mean 
about 350,000 tons on a 25,000,000 bushel crop 
and on a lesser one proportionately, This is 
likely to run higher this year, owing to ab- 
normal conditions. Cake is quoted f. o. b. 
Chicago at $23@23.50 per ton, 

CORN OIL.—Market firm at $3.75 per bar- 
rel, f. o. b. Chicago, This is about 28c, pei 
galion, or 13c. under linseed vil. This is con- 





sidered a wide difference, as the prices gen- 
erally are about 10c. apart. At the present 
price of corn, 54 cents for cash, the manu- 


facturers are talking of the oil being too 


cheap, and an advance would not be unlikely. 
The demand has been excellent and one of 
the big concerns has orders for its complete 
output for two months ahead. The foreign 
inquiry is large and domestic trade shows 
more activity. 

LARD—Has ruled firm on a growing for 


eign demand, though prices are still far below 
those of last year. Cash lard is now $6.85, 
ciosing at a decline of 12%c, to-day from the 
previous close Drought conditions abroad, 
which are expected to cut down the big sup- 
ply, are responsible for much of the European 
buying. Austria is buying for her own ac- 
count, which is considered remarkable, when 
it is remembered that that country annually 
sends thousands of tierces to Germany. Ex- 
ports the past week were 20,%) tierces, against 
20,900 tierces last year. It is estimated that 
stocks in Chicago are in the neighborhood of 
140,000 tierces. Foreign markets have gen- 
erally favered holders, Liverpool being almost 
uniformly strong. The strike, which assumed 
a new phase, owing to the going out of the 
live stock handlers, has had a bad effect. 
Loose quoted $6.50. Hog top was $5.65. Leaf 








lard, T@7%c., neutral, 84@S8'%c, 
STEARINES.—Prime oleo stearine is un- 
changed at Te. Liberal sales were rumored 
at this price. No. 2 is held at 6%c. Lard 
stearine unchanged and nominal at 7%c. Mut- 


ton stearine, nominally 64%@7c. Tallow stear- 
ine, 54.@5%c; grease stearine, 44@4%4c. 
OLEO OIL—Continues firm and unchanged 
Extra generally held at 9\4c.; No. 2, 8S%@S8¢c.; 
No. 3, 75%@7%c.; oleo stock, 6%@7\c. 
TALLOW.—London cables report 1,600 casks 


offered to-day, three-quarters sold at 3d. ad- 
vance. Market generally unchanged. Fancy 
edible, 54@5%c.; ordinary edible, 5%@5\c.; 
prime packers’, 4%@5%c.; choice country, 
4%,04%c.; prime city, 5%c.; No. 1 packers’, 
4%c.; No. 1 country, 444@4%% No, 1 render- 





414c.; ‘*B’’ country, 4c. vo. 2 country, 
Sswas%e.; No. 2 packers, 35%@3%c. 
GREASES—Are steady and unchanged. 


Choice white, 4%@4%c.; “‘A’’ white nominally, 














Ki “B,’’ 4@44c.; yellow, 333@35 ; house, 
3La@3s%e.; brown, 34c.: bone, 34@3%c.; glue 
stock, 314@35¢c.; neatsfoot stock, 35%2a@3%c 





Closing Telegram. 


Closing prices for flaxseed at Duluth:— 


Cash, $1.264%; September, $1.264; October, 
$1.26%4; November, = $1.26%4; December, 
$1.26%4. Chicago closed $1.25% for No. 1 





Northwestern and $1.184% for Southwestern 


and September delivery. Chicago lard 
stock, 136,834 tierces, | 
rr © ime 


A Diamond and Golden Jubilee, 


The members of the firm 

ployes of Schimmel & Co., of 
near Leipzig, Germany, devoted last 
Thursday to the celebration of the sev- 
enty-fifth anniversary of the establish- 
ment of the house and the fiftieth anni- 
versary of the acquisition of the business 
by the late Mr. Hermann Traugott 
Fritzsche. 

On September 1, 1829, 
began business, and twenty-five years 
later on the same day the _ business 
passed into the hands of Mr. Hermann 
Traugott Fritsche, but the style of the 
firm was not changed. Under Mr. 
Fritzsche’s and his sons’ and grandson’s 
successful management the business in- 
creased to large proportions, until to-day 


and the em- 
Miltitz, 


Schimmel & Co. 


the surviving members of the firm of 
Fritzsche Bros. are in business relations 
with nearly every commercial center of 


the world. 

The New York house of Fritzsche Bros. 
cabled their congratulations, and we 
know that the entire drug trade will join 
with the Oil, Paint and Drug Reporter 
in the hope that the business will con- 
tinue to grow as it has in the past. 


OED 


(Special Correspondence to the Reporter.) 
London Drag Auctions. 

London, Aug. 20, 1904. 
It was four weeks on Thursday, the 18th 
inst., since the last drug auctions were held, 
and in the interval a fair amount of goods 
accumulated, which were offered on eighteen 
catalogues and comprised new imports and 
old offerings. The demand was generally 
slow, and only a moderate proportion found 
buyers. Cape aloes are dearer for the better 
qualities, and lower for the common, Buchu 
leaves are dull. Camphor is quiet. Can- 
nabis indica is firmly held, Cardamoms are 
in good demand for the better qualities, in- 
cluding the bolder kinds, which are steady, 
except for small and medium grades, which 


are quiet. Coca leaves are a shade easier. 
Colombo root is tending higher. Dragon's 
blood is quiet. irgot has risen. Gamboge 
is unchanged. Gum asafoetida and gum 


benzoin are slow. Gum kino has declined. 
Ipecac is not quite so firm as of late. Men- 
thol crystals are 1s. lower. Japan pepper- 
mint oil has receded. Rhubarb has im- 
proved, Tinnevelly senna obtained firm 
prices. Sarsaparilla is a little cheaper, and 


Jamaica wax is 
easier. 

The following 
ings, sales and 


cipal items:— 


firm, 


summary 


£ 
Aloes, Cape, cs, 670, 42s. 
Good hard bright, cwt. 
Dull soft, partly drossy. 
Mixed with dirt 
Aloes, Curacao, cs, 5 
Dull capey 
Mixed dull 
Annatto seed, bgs, 120, 12s. 
Madras, sea damaged, 
BU | 666608 60 av 6000 90s 600 
Balsam, Canada, es, 10, 1s. 
Copaiba, kgs, So, 3s. 
Good clear Para... 
Tolu, es, llo, ¥s 
Buchu leaves, bis, 
Yellow 
Cannabis 


240, 3s 














7s. 
Ceyion, 
bleached 
Good 
Fair 
Fine 
Good 


fine 
bold 


Mysore, 


exra 
bleached 





Good 

Fair 

Splits 
Tellicherry, 
Cascarilla 


and browns..... 
bold... 
bark, 


pkgs, 
480, 5s 
Sittings, 
Cassia, 
5s, 
SOMES “5 eee cess kn ce see 
Good (a small box). 
Cinchona bark 
Loxa quill, serons, 2S8o, 
28s, Ib. 
DPRTRABOG cc vvccssccees 
‘oca leaves, cs, 2 
Ceylon Huanoco 
Slightly mixed brown- 
SOU Seber enusesses cts 
Slightly damaged..... 
Badly damage: 
Dragon's blood, es, 
See OW co vcvise 
Lump, fair to 
partly seedy 
Ergot, bags, 15 
Russian, Ib 
Gamboge, cs, So, 1s. 
Blocky Siam pickings, 
CWE, st. eetceaneves 
Gum_ arabic, pkgs, 
238 
Australian, 
slightly 
Colocynth 
200, 4s. 
Ordinary to good, 
Gum asafoetida, cs, 
17s, cwt. 
Gum benzoin, es, 2050, 11s 
Sumatra common..... 
Gum kino, cs, 180, 5s, 
Cochin black, Ib... 
Gum _ sandarac, bbls, 
15s. 
PROMMEE . vivaesd cevotives 
Ipecac, bls, 420 
Rio, fair, lb... 
Menthol, cs, 250, 
Kobayashi, Ib. 
WER 6 640.0062 édvease 
Peppermint oil, cs, 4N8o, 
20s. 
Unbranded (6 es) 
Japan 
Sy ND atta a Gob bi oo -t 
Orange peel, pkgs, 
Rhubarb, es, T5o, 1 
Small rough round high 
ME wubb deans esse oe . 
Sarsaparilla 
Jamaica, bls, 190, 12s.. 
Red native, bls, 240, 4s 
Lima, bls, 420, 1s...... 
Senna, Alexandria, bis, 
530, 22s. 
ed. OEE eee 
Tinnevelly, bis, 1920, 
Ordinary, small 
fair greenish 
Fair medium to 
dium bold 
SE Sohk eae emee sia 
Wax, pkgs, 6720, 
Jamaica, good, 
East Indian, bright yel 
low Calcutta 
China, yellow .......... 
Japan, vegetable, 
NUE Gn G Ssia's-ce dae 
Zanzibar, good clean 
Wormy 
Wintergreen oil, 
1s, Ib. 
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good and 
frosted useese 
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UNITED STATES. 


FROM SINGAPORE. 
Glooscap, 1,000 bls. gambier. 


W. C. 8. AMERICA. 
TO THE UNITED STATBHS. 


Massapequa (ss), 3,700 tons nitrate soda 
Cumbal (ss), 6,000 tons nitrate soda. 
Samoa, 1,800 tons nitrate soda. 
Tymeric (ss), 4,900 tone nitrate soda. 
Arrow, 4.500 tons nitrate soda. 
Godiva, 3,000 tons nitrate soda. 
River Falloch, 2,500 tons nitrate soda. 
Gio. B. Beverino, 1,600 tons nitrate soda. 
Hughenden (ss), 4,500 tons nitrate soda. 
Musselcrag, 2,900 tons nitrate soda. 


Rosebank (ss), 5,800 tons nitrate soda. 


Hanseat (ss), 5,000 tons nitrate soda. 
Winkfield (ss), 6,000 tons nitrate soda, 
Cheronea (ss), 4,500 tons nitrate soda. 
Ashanti (ss), 4,500 tons nitrate soda. 
Juanita North (ss), 5,400 tons nitrate soda. 
Anglo Canadian (ss), 6,000 tons nitrate soda. 
Anglo Chilian (ss), 6,700 tons nitrate soda. 


Stransa, 3,100 tons nitrate 


soda. 


OIL PAINT AND DRUG REPORTER 


Zanzibar 


offer- 
the prin- 


37 


2 


6 


11 
1014 


St. George (ss), 6,000 tons nitrate soda. 
RECORD OF VESSELS. 


SAILED. 


Port and Name. 
From Singapore. 
Glooscap.....+.++. 
W. C. 8. America. 














Rosebank (887........++ Due September. 
Samoa........++++++++. Due September, 
Winkflield (s8)........+.- Due September. 
Massapequa (ss)...... Due September. 
Cumbal (88)........+.+: Due September. 
River Falloch........ . Due September. 
Godiva...... seeeeeeeDue September. 
Tymeric (ss)........-..-Due September. 
Juanita North (ss).... Due September. 
Anglo Canadian (ss)... Due September. 
Musselcrag......+-++++ -Due October. 
Hughenden (ss).......-Due October, 
Gio. B. Beverino...... Due October. 
Anglo Chilian (@s).... Due October. 
ALTOW.....5+e0++e++e++ Due November, 
Hanseat (88).....+++++ - Due November. 
Cheronea (s8)..... +.+++ Due December. 
Ashanti (ss) +seee-Due December, 
Stransa.... Due December. 
St. George -eeesDue February. 





seeeee-Salled May 80. 
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THE WAY TO THHB 


Bargains 
IN STOCK. 
Immediate Deliveries. 
Guaranteed. 
ENGINES. 
1—20 in. to 40 in. by 60 in. Cross Compound 


27 
in Machinery 

















Rebuilt and 


Corliss. 
1—28 in. by 60 in. Wetherill 
Mill Type. 
1—26 in. by 60 in, 
Co., Corliss. 
i—18 in. to 34 in. by 36 in, 
Fitchburg. 
1—21 in. by 42 in. Rickards Corliss. 
1—22 in. by 32 in. Watertown Automatic. 
1—18 in. by 42 in. Wetherill Corliss. 
1—16 in. to 27 in. by 16 in. Westinghouse Com- 
pound, 
1—18 in. by 24 in. Noye Engine. 
i—12 - to 20 in. by 12 in. Westinghouse Com- 
pound, 
i—12 in. to 22 in. by 20 in. Porter-Allen. 
1—12 in. to 20 in, 
crank. 
i—16 in by 24 in. Clark Bros, 
1—16 in. by 16 in. Ball & Wood Automatic, 
i—15'% in. by 15 in. Armington & Sims. 
1—15 in. by 30 in. Buckeye Automatic. 
1—15 in. by 20 in. Russell Four Valve, 
1—15 in. by 42 in. Harris Corliss, 
1—15 in. by 18 in. Taylor-Beck,. 
1—14% in. by 15 in. Armington & Sims. 
Stock is cofistantly chang- 
Let me have a list of your wants. 
BOILERS, 
2400 H. P. Campbell & Zell Water Tube; new; 
made up in units to suit. 
2—150 H. P. Wood Water Tube, 
3—72 in. by 18 ft. Horizontal Tubulars, 
in. by 16 ft. si bi 
by 18 ft. a 
7—66 in. by 16 ft. or LA 
1—60 in. by 20 ft. * ” 
All first-class. High pressure, 
Stock of Pumps up to 12 in, 
40 H, P. Otto Gas Engine. 
25 H. P. Otto Gasoline Engine. 
Largest assortment of 
Wood-Working Machinery. 
Let me have a list of your wants. 
FRANK TOOMBY, 


No. 127-131 N, Third St., Phila., Pa. 


Corliss Rolling 
International Engineering 


Cross Compound 


by 16 in, McEwen centre- 


And many others. 
ing. 





12—6 in, 


ynamos, Iron and 





MACHINERY WANTED OR FOR SALE 
If you desire to purchase second-hand ma- 
chinery of any kind or dispose of surplus ma- 


chinery, an advertisement in this department 


this department must reach us not later than 
Friday morning of each week. Address MA- 
CHINERY DEPARTMENT, Oil, 
Drug Reporter, 


Paint and 





FOR SALE 7 
1000 SEAMLESS STEEL 


GAS TANKS 


For Oxygen, Hydrogen and Carbonic Gas 
WALSH’S SONS & CO., NEWARK, W. J. 


OOD WATER PIPE 


FOR CONVEYING CHEMICALS (ACID-PBOOF) 





PATENT WATER-PROOF 
STEAM PIPE COVERING 


For Underground Steam Pipes 


Bend for 
and Price 


A. WYCKOFF & SON CO., 


110 E, Chemung Place, 
ELMIBA, &. 





A~Tin Lining 
B—Asbestos. 
O—Wood, 

E—W pon a 
F—Asphs Coating* 








CENTRIFUGALS 


DRUG, 
PAINT, 


and 
COLOR WORKS. 
30 in., 36 in. & 40 in. 
Diam. 
10 in. Diam. for Laboratory and Experimental Work. 
SEND FOR CIRCULAR AND PRICES. 


AMERICAN TOOL & MACHINE CO. 





BOSTON, MASS. 





BINDERS 


For The REPORTER $1.v0 
Address,’ 


New York 


will bring you in touch with interested parties. 
Every week the Oil, Paint and Drug Reporter 
is in the hands of the manufacturers of chemi- 
cals, paints, varnish, linseed oil, cottonseed 
oil, dyestuffs, fertilizers, manufacturing chem- 
ists and drug millers; also producers of lubri- 
cating oils and all petroleum products. In ad- 
dition to the above it is subscribed for by cot- 
ton mills, woolen mills and half a score of 
allied industries. Copy for advertisements in 
100 William &St., 








OO 
a 





PETROLEUM MARKET. 


Saturday Noon, Sept. 3, 1904. 














Closing Quotations. 


CRUDE. 


National Trans. certificates, @ Ib. . .$1.53@1.55 


ly en- | Pennsylvanta crude, bbis....®@ gal. —@7.85 
The producers have been eS ae the Pennsylvania crude, in bulk....... —@4.95 
couraged during the past wee y Residuum, bbls. for export......... 6@ 6% 















advance in price of the product, though 
it amounted to only 3c. per barrel. The 
is on all grades, and as the 


CRUDE AT THE WELLS. 


The following are the prices paid by the pipe 


advance ; 
producers in Indiana have met with | lines for cruje as delivered from the wells:— 
unusual success during the past month | — , 1904. 1903. 
they have been exceptionally benefited co PvANe erates esee @ bbl. $1.65 $1.71 
. ame a -reas- OAV EVGUNEE. 6 605th 00 s0 6s oeeds 1.53 1.56 
by the advance, caused by the ae gL NOW CAMll....scsecevseseerasees 1.40 1.43 
ing production of the higher grades Of | (upning 20.2. eel ee eeceuereeeees Bi 1.36 
oil in Pennsylvania and West Virginia. | North Lima.............. eeanses Me 1.18 
Producers are now hopeful that pricesy South Lima..................0005 “OS 1.13 
will continue to advance, and that the aaa PROS oS 5 os ee os 90 
higher grades will be increased more | 2041, Neodesha................., 91 1.18 
rapidly than the others, as the produc- | North Neodesha...............00. 71 1.16 
tion cannot be increased. The reports | Ragland .................eseeenee 60 .62 
from the producing districts during the | canadian on:— 
ast week have been of a most discour- PUPA ocsccescisetessdscoonces 1.51 2.03 
pe Oil Springs, less pipeage........ 1.58 2.10 








only a few wells of 


aging character, - 


large production having been reporte 


REFINED- 


FOR EXPORT. 


whlie the percentage of dry holes has Cargo lots, for export, bbls...9@ gal. —@ 7.85 
been larger than ever, and the great | In bulk...........ccceceseeneeeeenee —@ 4.95 
majority of the producing wells were | Philadelphia loading, bbis.......... —@ 7.80 
7 4 Be Ws Wieg WOM 66s thcivyviserveses —@ 12.30 

3 . x the . ’ 2 
small pumpers, many just escaping t PROMI a vigtasee evi. 6ae 20a —~@ 6.95 















Operators, however, appear 


ter list. , wettwren > Hine . . Pine 
claret and considerable wildcat REFINED IN CASES—110 FIRE TEST. 
work is still in progress, while further | Two-five low screw, CRG MGs i ics icaeee 10.55 
efforts of this character have been en- 5,000 to 10,000... .cccccees 10.70 
couraged by the advance in the price or 7 a teen en eeeees ra 
of the product. The success attending POR WR cievcasass 10.95 
field operations in Indiana was by SE Mire dax civics 11.05 
ded as likely to prevent an 200 tO BOO... eee eee 11.15 
many regar i when the latter 100 to 200... .cceccces 12.05 
advance in price, anc : Ue 20 i césacteote 12.55 
was announced it caused some surprise , 
that it was uniform for all grades. It REFINED—JUBBING LOTS. 
red that the production of Lima In barrels, pkgs, included. 
is believ ; ‘hile 
oil has been increasing of late, while | 159 fre test, s. W.......... Peal. — @ 13 
the output of the higher grades has de- 130 - coaiealn an Me. Sh, PREC eT ee — @ 13 
creased, consequently an advance was 150 — bance Pad ae oe reeaeeh — @ 3 
, c . - " n bulk from tanks........... —- @ 1 
hardly expected and was the more wel Oe GW SON seicss pv epdeeccvepeeeres 134%@ 13% 











It is expected this will give a 


come. 
work, 


fresh stimulus toe development 


NAPHTHA AND GASOLINE. 


¢ ‘res i roduc- | Naphtha, crude, car lots 68@72 deg. — 12 
but no important serene = pr aw I po ge a he wen an ‘eine 
tion is looked for; in fact, the approac sane te oe ~ 
of the season when unfavorable sweet, 624 us Wicca kakxes -- @12.00 
weather conditions may be expected, We Nas a406 six bec ieee bees — @14.00 
would naturally lead one to look for de- : "SLOVE™ vee eeeeeeeerereerees — @138.00 
creasing development work and declin- | Gasoline, -* des pei yeabiieaSeanens — a 
ing production. From Texas come re- — a ae @22.00 
ports of new gushers at een” o ed are ; 

ion has not increased. e s 
Setee of oft 8 very irregular, quotations ae eae 
sent out being 35@37c. for oil from RUNS—PENNSYLVANIA OIL. ‘hoe 
ota 











tanks, but sales are reported at 47@48c, 
The low prices are those said to be 





Day. Reported. 








_ | Friday, Fe Peres 84,177 1,993,592 
offered by those having storage Ca] gat sin, Dis sca 190'893 2'129'915 
pacity to the smaller producers, while | Monday, ES 39,998 2,169,913 
the higher prices are those realized by | Tuesday, Mv ssccevars 99,113 2,269,026 
Wednesday, Gevisaccnanes 83,426 2,352,452 
the large producers. Theetiay;,, Miot. Ricesiccivce sane Gleeses 
as 1901. 1902. 1903. 1904. 
Refined and Products. Jan.... 2,934,948 2,559,185 2,621,892 2,269,168 
There have been no new features in | Feb.... 2,509,852 2,199,982 2,286,710 2,227,403 
the market for refined for export be- a sueum pp pope reonyend 
yond the advance of 15 points An- | yay °’’ 2 921,334 2,713,013 2,598,408 2,653,708 
nounced on last Wednesday. This has | june... 2,712,789 2,529,449 2,678,675 2,618,460 
had no effect on the demand, which ] July.... 2,905,841 2,777,650 2,668,460 2,586,792 
continues good and is expected to in- ees Sooeaee 2,664,141 2,548,279 eevee 
crease, as we are approaching the sea- | Eebt---- 089.002 2,727,404 Hees tteeee 
son of greater consumptive require-| Noy’’" 9'519.915 2.532.007 2.281.533 |... 
ments. The cngagements during the | Dec.... 2,060,706 2,609,288 2,485,664 ...... 
‘ aed dala Rt Porshe 
past week amount to about 200,000 bbis., |»... 5945 116 91,900,448 30,652,108... 
all for shipment in bulk. The price for | 4 verage 2,745,509 2.613,371 2,554.342 2,503 494 
barreled oil was advanced on Wednes- ss ieee nec ce ek ics 
day to 7.85c. for New York loading, and DELIVERIES—PENNSYLVANIA OIL, 
to 7.80c. for Philadelphia loading. The Total 
principal foreign markets are firmer. Friday haw py gry yn 
The quotations by cable were:—Ant-} oq: sun, 27 & 28... 105,642 1,998,969 
werp, 19%4f.; Bremen, 6.35m.; London, | yonaay, BP Ny oaesencad 75,904 2,074,873 
5%d., and Liverpool, 6%d. Freight | Tuesday, ie, eae 61,068 2,135,941 
rates are steady at 1s. 94.@2s., hence to | Wednesday, “* 31........... 73,248 2,209,189 
London, and 28.@3s. 8d. to Continental oo A ee hints. | Abesae 
ports, as to port or vessel. Home 1901. 1902. 1903. 1904. 
trade lots have been in good request, | /00---. papeap te aaa poe ooo 
and are firmer on the basis of 1c. for | starch.. 2,885,657 2,613,412 2,792,821 2.122, 904 
350 deg. water white from tanks 4nd | april... 2,854,188 2,447,301 2,556,172 2,111,541 
12c. in barrels. May.... 3,083,527 8,410,063 2,738,796 2,545,904 
Cases for export have hecn in active | June... 2,843,781 2,708,493 2,670,232 2,184,674 
request, and sales of over 700,000 are Fay aan tara won 2,401,417 
reported. The price of plain tops has | op¢''\’ 3.075.809 2.792104 2.663.434 eG 
been advanced to 10.55c. Freight rates | vct.... 8,244,610 3,218,685 2,623,539 
m. Nominal rates for large ves- | Nov.... 3,116.322 2,898,693 2,529,180 
are fir Dec.... 3,026,982 3,117,782 2,552,745 ...... 


sels are:—For Amboy, 10@12c.; Cal- 
cutta, 10@11c.; Colombo, 20@21c.; Java, 
17@18c.; Penang, 14@15c.; Hong Kong, 
16@17c.; Rangoon, 20@21c.; Saigon, 17@ 
18c.; Shanghai, 1854@19c.; Singapore, 14 
@l5ic.; and Yokohoma, 17@18c. 

Crude for export has been in light re- 
quest and sales of about 15,000 barrels 
are reported. Pennsylvania crude is 
quoted at 7.85¢c. in barrels. Cases for 
export have not been in request, and 
no sales have been reported. 


Sat.-Sun 
Monday, 
Tuesday 





Thursd’y 
Friday, 


Jan.... 

Crude naphtha has been steady at | rep.... 
12.40e. For export sales of about 20,600 | March... 
bbls. have been reported, April... 


THE CONEWANGO REFINING Co., 


Year. .86,330,739 34, 154,461 31,584,623 


Wedn’'sday, “ 3 


2,397,332 
1,700,875 
2,023,459 
2,800,910 











Average 3,028,309 2,846,205 2,632,052 2,312,510 
CHARTERS—CRUDE EQUIVALENT. 
Day. Total. Av’ge. 
+ Aug. 27 & 28.132,183 1,704,095 60,861 
oe A 192, 9% 1,897,032 65,415 
: 13,651 1,990,683 66,356 
sv HeNe 78,730 2,069,413 66,755 
eee Bsc 31,746 31,746 31,746 
. Bisdeen 41,270 73,016 36,508 
1901. 1902. 1903, 1904, 


310 1,162,883 
75 1,396,350 1,399,086 
2,696,879 1,526,424 1,853,900 
1,818,864 1,887,649 2,528,109 


1,629,644 























May.... 2,420,809 1,796,904 1,521,348 1 
June.... 2,812,447 2,303,174 1,824,211 1 
July... 2,782,838 2,090,021 2,467,233 2 
Aug..... 2,591,191 2,221,160 2,267,480 2 
Sept.... 2,459,552 1,946,905 1,918,602 
Oct.... 2,255,088 2,013,388 1,885,290 
Nov.... 2,724,245 2,027,816 1,911,333 
Dec.... 2,229,595 1,772,032 1,896,800 





Year. . 27,838,291 25,228,128 21,756,317 
Average 2,319,858 2,106,844 1,814,610 1 


CHARTERS FOR THE WEEK. 


OIL PAINT AND DRUG REPORTER 


, 899,720 


The total charters for refined, crude, naph- 
tha, ete., in bulk, barrels and cases, during 
the week ending Sept. 2, and from Jan. 1, 
were as follows:— 

Week. Year. 1903. 
Refined, bbls. & blk.202,900 5,511,200 6,480,700 
Refined, cases....... 742,000 13,099,000 10,090,000 
Crude, bbls. & bik... 15,300 748,000 1,376,900 
Crude, CAS@S, ......4. ose 197,000 247,000 
Naphtha, bbls....... 19,700 186,200 86,300 
Residuum, bblis..... 252,400 13, 600 
Lubricating, bbis.... 64,200 67,600 


Total, bbls. ede. eq.570,517 15,261,844 14 


998,355 


CLEARANCES FOR THE WEEK, 


During the week 


ending Sept. 2, and since 


Jan. 1, the clearances of petroleum, in gallons, 
from the port of New York, were as follows:— 


1903. 
231,964,961 


167,125 


Week. Year. 
Refined 6,541,524 285,998,172 
WUGD esvvice’ Kévees 726,620 
Naphtha ... 171,281 6,198,409 5,419, 638 
Residuum .. cesses 6,093,022 


EXPORT STATISTICS. 


The foll.wing table shows the total 
from the port 


643,749 


exports 


of New York and from the 


United States, reduced to crude equivalent, in 


gallons, 
total shipments to date, 
with 1903:— 
From N. Y., 
Total from N. Y. 


with comp 


from Jan. 1, 


for the week ending Sept. 2; also 


arisons 


week ending Sept. 2.. 8,455,365 
1904.380,725,179 


Same period last year...............309,444,867 


BMCTORRS bbe boc hse tisvcccrpvsssvess 
From U. &., 


Total from 1). $8. since Jan, 1, 








71,280,312 
week ending Sept. 2.. 20,114,213 
1904. 708,946,726 
JOOP. sicvcscvssess 671,897,507 
37,049,219 


903. 


309,444, 867 


327,958,022 


379,920 


671,897,597 


L’ pool. 
Pence. 
—@ 6% 
—@ 6% 
—@ 6% 
—@ 6% 
—@ 6% 
—@ 6% 


Same period last 
SMOTORRS 656i. 0% Cod URV ICS icéee NCS 
TOTAL EXPORTS BY PORTS. 
1904, 1 
New York...............380,725,179 
Philadelphia ........0.. 286,442,009 
BAMIMOTO ccccccccccccce $2,239,302 27,209,681 
DOUG cc vacevetvecetccs 400,677 
San Francisco.......... 9,139,559 6,905,007 
Grand totals.......... 708, 946, 72 
Foreign Quotations, 
REFINED. 
Antwerp. Bremen. London. 
Francs. Marks. Pence. 
Monday...... 18%@—- 6.35 —@ 5% 
Tuesday...... 18%@— 6.35 -—@ 5% 
Wednesday... 18%@— 6.35 —@ 5% 
Thursday.... 19%@— 635 —@ 5% 
POET oo cccce 19%4@—- 635 —@5% 
Saturday.... 19%4@— 635 —@ 5% 
—_— »-o— 





PETROLEUM CHARTERS, 





Following is a list of vessels charter 
loading or to load petroleum at New 
Philadelphia, Baltimore and Boston. 


ed and 
York, 
Quan- 


tities are refined in barrels, unless stated other- 


wise:— 
New York. 


Week ended March 11. 

Fr bk Sainte Anne, Saigon, 18c...... cs 
Week ended March 25. 

Br shp Loch Broom, Melbourne, 14c..cs 
Week ended April 1. 

Br bk Jordanhill, Hong Kong, 17%c..cs 
Week ended April 8. 


Br shp Scottish Lochs, Melbourne, 

SOD weveceduetderecansnseescasceed cs 
Week ended April 30. 

Fr bk Grande Duchess Olga, Hong 

OEE, Bie cc ccnsceewnscicvesovisese cs 

3r shp Decan, Hong Kong, lic...... cs 

Br str Woods, Hong Kong, 20%c....cs 

Ger shp Adelaide, Sydney, 12c........ cs 
Week ended May 13. 

Ger shp Siam, Japan, 17'4c.......... es 


Week ended May 20. 

Ger bk Anna, New Zealand, 16@17c..cs 
Week ended May 27. 

Fr bk Rochambeau, Java, 15@16c....cs 
Week ended June 3 

Br shp Holyrood, Java, 15@17c.......cs 
Week ended June 10. 

Am shp I F Chapman, Hongkong, 15c.cs 
Week ended June 17. 

It shp Genista. Fremantle, 15c....... cs 

Ger bk Niobe, Japan, 17c............ cs 
Week ended July 8. 

Fr str Breiz Izel, Hong Kong, 20c...cs 
Week ended July 15. 

Am shp Wm P Frye, Shanghai, 18c..cs 


50,000 


80,000 


85,000 


110,000 


60,000 
75,000 
140,000 
120,000 


65,000 


65,000 


70,000 
80,000 
75,000 


65,000) 
80,000 


180,000 


130,000 








Week ended July 22. 


Fr str Briez Izel, Shanghai, 22c...... cs 160,000 
Week ended July 29. 
Br str Spithead, Shanghai, 22%c..... cs 170,000 
Week ended Aug. 12. 
Br str Kalibia, Shanghai, 22%c...... cs 170,000 
Br str Adana, Calcutta, 15%c......... cs 130,000 
Am shp Susquehanna, Tsintau, 18c..cs 100,000 
Ger bk Nil Desperandum, Java, 17@ 
EOS 600k icteeUevidreesortierrirsss¢ cs 45,000 


Week ended Aug. 19. 

Ger shp Najade, Japan, l7c......... es 70,000 
Ger shp Heinrich, Liverpool, 2s...nap 9,000 
Week ended Aug. 26. 

Nor str Fortuna, Taku, 26%c........ es 110,000 
Br str Dongola, Hong Kong; 20%4c..cs 165,000 
Am str Cohassett, Canary Is, p t...cs 33,000 
Week ended Sept. 2. 

Br str Queen Ch'tina, Shanghai, 22c.cs 165,000 


Br str Dunbar, -Chefoo, 23c.......... cs 145,000 
BeGe GSP MEV, GP BOGS ec cccccccvccce es §0,000 
Am bk Samoa, Haiphong, 24c....... es 45,000 
Philadelphia, 
Week ended April 22. 
Dan str Astoria, Japan, 28c.......... es 150,000 


. Week ended June 3. 
‘Br str Heathglen, Shanghal, 21%c...cs 160,000 
Week ended July 22. 


Ger str Sophie Rickmers, Hong Kong, 

BOE séginceveséas vesvonuebececenntes es 130,000 
Br shp River Fallock, Sydney, llc...cs 65,000 
Week ended Aug. 5. 


Br str Breconshire, Chefoo, 23c.......cs 130,000 


Br str Ras Isa, Shanghai, 22%c...... es 135,000 
Week ended Aug. 12. 

Br str Egbert, Hong Kong, 2lc....... es 140,000 
Week ended Aug. 26. 

sr str ———, Shanghal, 22c.......... cs 170,000 
Week ended Sept. 2. 

Br str Anapa, Hong Kong, 201%c....cs 135,000 


—_—————-* @ eo 


PETROLEUM CLEARANCES, 
Following are the clearances of petroleum 
from the ports of New York, Philadelphia, 
Baltimore, Boston and San Francisco on the 
dates named. Refined. unless otherwise speci: 
fied: 
New York, 
August 23. 
Ger str Valencia, Hayti, 900 cs 
Br str Ripley, Montevideo, 2,000 cs. ref, 10 cs 
gas 
Br str Ripley, Buenos Ayres, 13,500 cs ref, 200 
es nap, 5 cs gas 
Br str Maracas, Trinidad, 50 cs 
Am str Finance, Colon, 656 cs 
August 25 
Nor str Uller, Demerara, 550 cs 
Amer str Esperanza, Vera Cruz, 50 cs 
Amer str Esperanza, Cienfuegos, 500 cs 
Br str Queensborough, Buenos Ayres, 51,000 cs 
Br str Queensborough, Montevideo, 12,500 cs 
Br str Queensborough, Rosario, 17,000 cs 
Am str Matanzas, Havana, 2 cs ben 
Br str Maranhense, Para, 5,300 cs 
Br str Maranhense, Iquitos, 518 cs 
Br str Maranhense, Manaos, 3,245 cs ref, 20 
cs gas 
Br str Peconic, Malta, 100 cs nap 
August 26. 
Ital bk Teresina, Algiers, 17,485 cs 
Br sch Carib II, Porto Cortez, 710 cs, 5 bbls 
Br sch Carib II. Truxillo, 290 es 
Br sch Carib II, Ceiba, 87 cs 
Br str Langfond, Lisbon, 1,000 bbls, 10,000 cs 
Br str Langfond, Oporto, 100 bbls, 200 cs 
Br str Prince Arthur, Halifax, 10 cs 
Br str Trinidad, Bermuda, 120 bbls, 1,210 cs 
Br str Minnetonka, London, 12 bbls 
Br str Rosalind, St Johns, 250 bbls 
Nor str Tjono, Campeche, 100 cs 
Cub str Cienfuegos, Cuba, 3,500 cs ref, 400 cs 
na 
Br str Caribbee, Demerara, 1,000 cs 
Br str Caribbee, Barbadoes, 1,750 es 
August 27. 
yer sh Nixe, Yokohama, 65,100 cs 
Fr bk Bougainville, Wellington, 71,650 cs ref, 
6,500 cs ben, 500 drs nap, 150 drs gas 
Br bk Armadale, Sydney, 72,989 cs ref, 4,000 
cs nap, 50 cs gas, 1,000 cs ben 
Bg Curacao, Curacao, 535 cs 3 bbls ref, 6 cs nap 
Am str Coamo, Porto Rico, 4,503 cs 
Am str Zulia, Maracaibo, 2,080 cs 
Am str Zulia, Curacoa, 25 cs 
Ger str Sarnia, Savanilla, 60 cs 
Ger str Sarnia, Kingston, 2,360 cs, 9 bbls 
Aug. 30. 
Ital bk La Fiducia, Alexandria, 1,500 drs nap 
19,381 cs ref 
Ger str Manheim, Flushing f. 0., 1,570,000 bis 
blk & 3,000 cs 
Aug. 31. 
Ger str Adirondack, Kingston, 10 cs nap 
Br - a Reid, Summerside, P. E. I., 530 
Is 
Sept. 1. 
Br bk Torrisdale, Sydney, 84,969 cs ref, 1,000 
a es ben, 2,000 drs nap, 50 drs gas 
Am bg Irene, Sierra Leone, 4,000 cs 


Ihiladelphia, 


Aug. 12. 
Br str Buenos Ayrean, Glasgow, 200 bbls 
Aug. 16. 
Br ne promntenter Exchange, Manchester, 389 
DDIS 
Aug. 20. 
Br str Delaware, Lisbon, 1,569,923 gis ref, 300 


bls gas 
Ger sh Adelaide, Adelaide, 20,000 cs 


(Continued on page 42.) 


General Office, 


THE CANFIELD OIL CO. ona==>s 
Refiners of Petroleum 


Refineries and Compounding Plants at CORAOPOLIS, PA.; FINDLAY, 0.; CLEVELAND, 0 


WARREN, PA. 


Cable Address, “‘CONEWANGO” 


Refiners of PREMIUM PENSYLVANIA CRUDE OIL only 


Light and Dark Filtered Low Cold Test Bri 


35-40-50-60 Cold Test Cylinder Oils 


ght 600 Fire Test Stocks our Specialty 


Naphthas, Gasolines, Abel and Water White Oils 
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UNITED OIL AND REFINING C0.|SUPERIOR OIL WORKS, Ltd. 


MANUFACTUBERS OF THE FINER GRADES OF 














Refineries, Beaumont, Texas wae Cylinder Oils, INluminating Dils, Ps ‘Water mit 
General Office, 16 State St., Boston, Mass. BEAUMONT 
MANUFACTURERS OF HIGH GRADE saa tiie aida Deodorized Naphthas and Gasolines | 33%" sernng 08 
Red Engine and Pale Oils a WE USE HIGHEST PREMIUM PENNSYLVANIA CRUDE 70-72 Deod. Gasoline 
FOR FOREIGN AND DOMESTIC TRADE BIRMINGHAM | REFINERY AT STRUTHERS, PA. - OFFICE, WARREN, PA. 


Manufacturers Paraffine Co. 


PARAF FIN 5 Ol LS AN D WAX yi ee re LOW COLD TEST GUARANTEED PURE 
VICTOR RED OIL ¢ 
Gas Oil and Coke 


Office and Works, CHESTER, PA. tare ee 


HIGH GRADE. “COMMERCIAL 


NEATS FOOT OILS 


a ESTABLISHED 1887. 
oRMITY OFFICE AND WORKS, = « NEWARK, N. J. 


THE PARACON REFINING CO. 
P. O. Box 573 Cable Address Paragoledo TOLEDO, OHIO 
PRODUCERS, TRANSPORTERS AND REFINERS OF PETROLEUM 
Dealers in Crude, Illuminating Oils, Gasolenes, Naphthas, Residuum, Summer and Cold Test Black Oils 


Correspondence Solicited for Domestic and Export Trade 


UNION PETROLEUM COMPANY, 


REFINERS OF AND DEALERS IN 














Lubricating and Illuminating O1ls, fer cree ih Paral. Fact for shippine 
Petrolatum, Gas and Fuel Oils. ne aii ig 
EAD OFFICES 
CREw LEVICK COMPANY, "2 
REFINERIES: Producers Refiners . OFFICES 
Seaboard Oil Works Of High Quality Oils Only weaver penton, 
Muir Oil Works ceiiaeimmeeineaien, Chicago Glasgow 
Glade Oil Works PETROLEUM LUBRICANTS Savannah = Antwerp: 
Warren Gasoline Works Of the Highest Viscosity and Fire Test. pant al Prankiont: at. 


Water-White Oils. Naphthas. Gasolines. Paraffine Wax. 


High Test Cylinder Stocks 


STEAM REFINED—650° and 680° FIRE TEST 


Odorless, Tasteless, Viscous Neutral Oils 


WHITE—LEMON—PALE-——RED 


WAVERLY OIL WORKS, Pittsburg, Pa. 


ASK FOR BOOKLET “WAVERLY PRODUCTS.” 


GULF REFINING CO. 


REFINERS OF 


TEXAS PETROLEUM 


WE MAKE A SPECIALTY OF 


SUPERIOR LUBRICATING OILS 


OF HICH VISCOSITY AND LOW COLD TEST 





Prompt Shipments from New York, Philadelphia, Boston, New Orleans and Port Arthur, 
Texas. Special Prices to Large Jobbers and Refiners. CORRESPONDENCE SOLICITED. 


‘orrice, Frick Building, Pittsburgh, Penna. 
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ow Wholesale Prices Current. 






















































































































a sok —astonaennsaosanattcasacneddiachomsasom ams eae enatiadisipoetaaee oo sane eaamanaieonemei ened liinasant-canondiaosnareneees . —— 
oe — —— ppg ene 
f 
s@ Our Quotations are those of Importers and Manufacturers, for original packages and large lots. For sidbliéia es higher prices are t asked. 
—— —— = acannon icant a a — oanigniaile ai ee ae 
{ ———$— — —~ -—— 
Candles, patent sperm, 4s, and 6s.....38 @40 YELLOWS. 
Oils, Ete. BPErM, 48, ANA GS....e.sesceeeeess 33 @34 | Chrome ........cccescseeee.- lb 11 @ 14 Western Price fAst. 
ee — wT Stearic acid— Ocher, French ...... cesccceeeee 1%@ 2%] United BRACKET, SINGLE. 
Vegetable Olle. Plain, 48., 68, and 88......... 11 @— Foreign, golden............. 8 @ 4 nee Pm 10x15 AA A B 
vaten ds 3 i" be ()— eeeee 
Linseed, city, raw in bbis....@ gal.45 @46 patent ends, 4s. and 68....... 11%@ GOPMAR seiccicss ocesccees - 2@ 38% 1ixi4 $32.00 $26.76 $25.60 
boiled, im bblS........s0065 47 @48 ' cartons, 6 Ibs. CHER cecccevccs 12 | eZ Domestic ............# ton. 8.50 @16.00 84 to 14x20... 83.50 28.00 26.75 
out of town on spot....... 41 @43 PSs Sots, EXWERs.¢.2.6.8 toseseecescers o4G—_ BOldeN wevessrevees @ lb =2%@ 3% 12x13 
Catcutta, raw, in bbis...... 6 @— nee an ee a - Miscellaneous, 40 | 10x26 to 16x24... 36.00 30.00 28.00 
Varnish oil, American..........+0+++ 45 @416 Rik: © au te ‘eq ai, | Barytes, prime white, foreign 60 fro 20x30 
’ i ee, eee eee écvecscns. BO 8% " , -++ 87.50 31.75 29.60 
Calcutta ...ccceccecces + _ ae PED Be a vib ca Bhan <icdoesanecs 7 @% 2 ® ton.17.50 @20.00 54 sass 2 
Cottonseed, crude, prime.......... eee —O— aie WEMRSTRR Sc vias ov cu peueieee 8a foreign floated ......-. ++0++19,00 @21.00 60 | 26x28 to 4x30.... 38.75 82.75 80.00 
- “ f, 0, mills..22%@23 altel 4%@ DY prime white, domestic. ..16.50 @17.00 SGada} axS6.... 40.00 34.75 81.00 
Crude, off quality........ Stear sama eae “@11% domestic IDs seceesseces : ‘ 
eee cana. saees RPS BOG a ieeseivesesiscstenaeeveels 11 @11% oe ode. floated mee ie.00 70 a to 30x40... 43.76 88.50 83.75 
Yellow summer, butter. 3 Crude, No. Ll..ssscccessecees 10.00 @11.00 32x38 
a a off q ity. a— Naval Stores. - . SOSeeececccesees eve ped @ [Ss 80 84x36) °° 30x50... 48.75 44.50 88.60 
Yellow winter......... a Blanc fixe, in pulk (orin’l casks — = 84 | 30x52 to B0x54.... 52.00 47.80 41.75 
Winter white............ 3% Spirits turpentine, spot..... gal. 06 @ - 1,000 lbs. each)...@ ton.42.00 @43.00 United BRACKBT. 
Soap stock .....scccccceceeeeees Wlb— @— Rosin, strained.........+.+.-@ bb1.2.70 @2.75 dry (in bbis., GUO 1bs.)..... 2%@ 38 TF inches, Sises AA ae ay B 
Olive @ gal.51 @53 Goel strained. oi. cerccccsvedas 2.70 @2.75 Bronze powder..... ecccese coseee 5S @ 2.60 25 6x8 ¢ 
Olive soap stock Soul ee 1 e Ib 5b @ 5% 2. @2.75 BrOCAdes® cccccccccccccccccsecece 55 @ 1.50 11x14) 1015.....$42.75 $37.50 $85.60 
a errr CT 54@ H% @ - COAL esesesecessesseeens # ton. 3.00 @ 5.25 34 14x20... 46.75 41.50 988.75 
SL ecu gGvevs cervivreevsseiss iM@ 6 @ Clay, China, imported.....+....12.00 @17.00 12x13 
Cocoanut, TS ee KO 7 - WUMNEBLIC sees eereeeeeeeeees 8.560 @1v.U0 40 per to 16x24.... 52.00 45.50 41.50 
OUR Si vevecccsvetuccosditem @ 7% @ Coal lar, 1 OlL DDIB....eeeeeee - 400 @ 4.70 
Corn Nit 90000566660 5s U OCC es CeeNe cee s.0e6.05 @ - CODAIL, OXIME. serssereserees wil. 2500 @ — 20x20 —— Cy 
Castor oll No. 8.. er ae @A.05 seluspar saepeeeeseeeeess es @ ton.lu.yu @12.00 54 | 15x36 to 24x30.... 57.50 60.76 46.75 
Mustard .....sseccsecseesereess ® gal.48 @50 Eee Dr  ereneeel ee eer ay ae ¥ = 60 — to 24x36.... 58.75 652.00 47.50 
Peanut, white......-scececeececceecsee edt @45 teeeee @4.56 aie Ge ok ve Oren cee'vd sath one 2% 7 70 | 28x32 \t 
. e On an sithupune ..... rrr ie ° 4 © 30x4®... ‘ 
VONMOW cecrscececaceceseree — @ \ inde Ww Glas: We rcvcecedcvtocese 4.96 a MABEDIO BOUL. cs ccoccecs acne ton. 7.0u ¥ 8.00 30x30 62.75 66.00 60.75 | 
UE Gl v6 6 kde 680 008s ea redersecncares 18 @— be We Waeceeecerccceccasves cored @ Manganese, car lots....... # ton.22.00 @uu. ou 32x38 | 
Rosin, first rum.....ccsscecesccccecees 16 @17 Tar, oil barrels of 50 gallons...... — @4.75 JODBING .0 600s pessevscss @ lb. 24@ ole 80 to 80x50... 68.00 61.50 65.60 | 
MEMES 1.555 s¥eacedocebactecaeed 18 @19 PUGH csccvocsvcsvcccsscvessevccces 2.35 @2.40 MAGMESILY, TAWs. cc ceseeeee @ ton. 7.00 @ 8.0U 34x36 
Be a eerie. 20 @21- i calcined, pow ‘a. cexveeeal . : : 3 ss 30x52 to 80x54.. ++ 92.50 2.78 ue.78 
oo an: OBUET cccccccccsceccccccee Ql OD 200 1.00 F FO 7 occee Cccccceccesce TH x 
— I ra oceaaor pieewses ree : 7 . ‘ dentists’ .... ‘ i. 3 ~ 94 secccccccccccccsce 14.00 68.00 42.71 
Rapeseed, in bbls. burning.......... 58 @6i Paints, Varnishes, Etc. Pumice stone, orin’l cks...@ 1b. | 1% 4 100 cee 88, Y 74.78 
DIOWN «eeeeeeeees 54 @56 welected tumps in bbis..... 4@ 6 105 80.00 
SORES 5 vécwcuses 54 @56 — _ pow’'d pure, bbis..# 100 ibs, 1hY@ 2 te wi 
Putty, 1M DUK... 6... eeeeee @ ib. in@ ~ 4 “ 
Animal and Fish Oils. White Lead, Zines, Etc. 12% to 25-1b, UiMS.......06. Lin@ 2% 4 renee 
a re ® gal.32 @35 | White lead, American dry...... @ Ib. 54@ 5% eee sete ine 2] 130 si 147.00 
bleached, winter.....cee-eeeeeees 45 @46 BB. ORs ce csescecvcves Cececdcecceccs 64@ 6% | Rottenstone, orin’l casks...® Ib. 4@ Th 
Cod, domestic, prime.........+..+++-33 @34 English in Obl. cc cecserocccesesce VR@ in selected LUMpS,.....ccescees Se@ 2 ae ad aa ae than -— 2 a 
Newfoundland ......seeeee000-+08% @— Litharge, American, powdered........ 5%4@ 6% on powdered, in bbis.........- 12 3 © e sizes over 52 inches in length, and not makin 
Degras, French .....c.cscceeess @ lb. 4%@ 4% English glassmakers...........« 8%@ 9 RUEE crccesccsosvcccccccees @ ton.12.00 @4v. more than 81 united inches, will be charg 
MNS Sool ceciyves. one ate 2%@ 3 Red lead, foreign. ....ccsscecesecs 6%@ 9 pmait, German biue........ #ib. 6 @ IW Tin the 84 united inches bracket. All glass 64 
a STeeereeeee . MINE os dod ae 6 @ 6% Fay, BUD OTe DIAC... 2+ see veeveeee ow. inches wide or wider, not making more than | 
GOPMAR oo cccccccccsccvcesseccse 24@ 2% . EEWACLTCTOLSS S 2 | Talc, American....... ® 100 lbs. 75 w 1.25 116 united inches, will be charged in the 130 
AMETICAN  .oeeeeececsesreres eevee 24%@2% o a yo eee eeaeeeees Ha 7 —- eaececese cones oe Gt ID. 1 @ i” united inches bracket. — e | 
Oe aa an gods oe ox @ gal.19 @19% range minera MOTICAN. cccccccecce ce tallan tee eeeee eee eeseenes 1%@ _8% The official discounts at present are 90 and | 
Lard, prime, winter.......+.seseeeeees 56 @58 English «+0. -seeeeeeee se teeeeeees 8%O10% seat ag Amer. No. 1.@ 100 lbs. GW @ «0 10 on above list. | 
Ez ag 6 FBOMIGE ccc ccc c ccc cccccccceceecee % 1 ING. DB scccccccccscececesecs 40 W ov 
MO INU, Bei cceccessvocvesseees 49 @51 French 10%@11% MEN ce ee ee vo © 1.00 Metallic Paint 
er es bata rearare necatusvaeee 39 @41 German ..seesereees oerecesecccee - 7 @10 French ; : yo @ 1.00 allic Fa a 
i Giisssannceres vissiee eseee-86 @38 | China white........... oe secceeceecees 9%@ 9% | Whiting, commercial..........0.. 45 ‘4 1B sign ennipiadeensiwersé .19.00@21. 
Menhaden, Northern .....-.++.see+e0 —- @ Flake Whit@....+escsceeesecteeeees «++ 9%4@ 9% Giiders’ ...-... 55 ° 57 ae ++@ ton caaeeeaae 
iii 2. 2 FF5,5 ), boduc'a bia oes kd ioe a Ce eee 10 @12 extra gilders’ 68 @ 6o e Cee meee neers ewer eseeeesere sees se he . 
Brown, strained 29 @30 zine white, Paris G. S., 60 bbis.9% less 4 @ ct American, Paris. 64 @ 68 Colors in Oil. 
Wwe; Stewemew SV5sssseedss sipisir a ae Englisk cliffstone twen- 
Tihst, GWOIEE Ae ccceccccccccess 80 @31 G. §., 25 bbis........ ++ 9% 2@ct B 1b.20 @85 
Bleached, winter ........-+.+e:: 82 @33 G. S., 10 Eebtewssneecratal 1w@ect Glues. lack coach, Japan....eesserseee-@ ID. @ 
Ex. bleached, winter, white....34 @35 R. 8., 50 bbis.. eee 4@ct | Extra white................-@lb. 18 @ 34 = OlL. ere sereeereeeeeeees 
Neatsfoot, white.....+...seseeeeeeeees 63 on R. 8S., 25 bbls. soe th DW ot | Medium WH ccccccccccccssaccee 206@ AT TOD cs ceresscscceensceves 
ORIID: Sy dvevrsasvecesdsceaneneets 50 @51 R. B., 10 bbls....000. ++ Th WW ot | COBING orcccccccescccesccccccsecce 12 @ 36 lampblack ....+++. 
SOE civic ouatd.650ceeedsvexaveseed 48 @49 Antwerp R. B., 50 bbis..... 6% 4 ect — eee taaparectavee sav enstene os @ zs Blue, ChIMese. 200. ccccccsccceescses 
20 deg. cold test..... Siscvees ..-98 @99 Diy a WO. cnwiigssaee 6% 2B ct ~~ nanny Pare er tee reese 3 $ 10 PUNE isn dues cessncncssasacoesree 
80 deg. cold teSt......seeseees ---86 @ R. S., 10 bbis.......6.. 6% 1 @ Ct |] Common bone.....ccc.cececesscseee C@ 8 ultram@rin® ......scccereceeeeseeelB @16 
TE, Tis irncte csccancoctgcesacees 30 @32 Ce, BO Wein ccceuesdd 8% 4 @ ct E irigh .ccccecs eeeces epvecsectcccsen JOR. Brown, sienna, burnt.......e..cesesess1D Q@1S 
Baponified ........sssccceese @ Ib. 4%@ 4% G. S., 25 bbis.....0+06 + -B% ZO ct F French 20... ccccccsecsccesocscsose 10 @ SOUP siseccdece ged cevcdess coneececcu ee 
Seal, bleached, refined.......... P gal.53 @— Bi 80 WR civecdecs 2+ 8% 1 @ ct | German hides........seeseeesevees ie @ 3 CARER, PUNE ec ccna sdesccvcaccccenseecten ee 
Bod, American........+..+.++++ eeeeees 28 @29 G. S. in poppy O1l........++. 11%@12 I ish, liquid. Gin’ bbis. 60 gal. © SF sscnnessssedenesc Seeququntes in UND 
. R. Ss. i I Fish, liquid (in bois. “60. gal. } 
renee ssorsorrmenensttnn Ss Am " oe a aS a aes oe yd — GRD. 6i-066060sc8escwenes @gal. 55 @ 1.25 Vandyke, DrowN....cccccsccccccccesssoll @I4 } 
Sperm, crude ......scssesceccscveccees —@5t erican, @Xtra ArY.....ssseees %@ 4% * saa 
Natural, spring .......2sseeees 56 @57 Florence, Green Seal...... Seaaene 6%@— Varnish Gums. Green, CHTOME.....++eseeeeesereeere aes 
BENET, WEMEE: cn iccevenshsaece 57 @58 | Florence, Red Seal..... ce enereeceseose 64%@— Asphaltum, Barbadoes...........W lb. 24@ 4 PArid «.e.eeeeee Doers a | 
Bleached, spring..........0ss.0+ 59 @60 Germag, £60 N60) ...0cvesssesicece 64@ 6% ape ES SEMAN he era ok 14@ of Red, Indian ...- RE 6 $ 8 
Bleached, winter........+..s0++- 6 @61 NS ES ea 6%@ 7 Copal, Sere, Leone, cleaned aes 72 Venetian pe - | 
Tallow, prime .......... cececrecseese48 @49 . Zanzibar, pure white. [65 @6o | Yellow, chrome...... seecereccceccersceel@ . 
DARE 555 dee es cade Ep tstrgeend 52 @53 Dry Colors, thumb size..... 85 @40 ocher, French......ssessesesseeres 6 @ 
DOSE iccccccoserccccecessscccoces 45 @i6 = Me ee i 
Whale, crude.......... eccccccccccocce —@— RDDS. @ = anieadaiieamaete be 
-ll @l7 
Natural, winter.......... coccces 44 @45 c 
, Sarmine, No. 40.......eeee0+ 0 1b.8.00 @4.00 MAE BAO isccscihocscccscdees cB QUIS Drugs 
nerd — teens sett eerences = Crocus martus, imported.......... 24%@ 38% bright a@mber...ceccsceses eoeell @13 e 
Breached oan ee oveny® 46 @AT standard American.......... - 1@ &% SEE Sires ees osescconeces 2 3 oe 
are esahaak atthe, . << oct @50 Indian red, standard American.... 3 @ 8% Pabe ule. Bo. oo ono SS ae ae Opium. 
F TENQNSH oc ccccccccccccoccce 4%4@ 8% Chip@, No. L..cccccsorsscccece 44@ 4% 
Mineral Oils. Rose pink, American.........-..... 8 @ 10% qhips, ito. Reds oanhosereh coe a Opium, cases 9 Ib. 2.67%@ 2.72% 
OO ee ss 1 Damar, Batavla ..cececsesssersescens p13 , , POD s so eweetsesaces . ae 
‘lack reduced, 29 gravity, 25@30 c. t..11 @12 Sees cae English jo = PUMMGDE 6okccns cv ensesecnesss sag 9 POWUEFER ..cecececsceseees 3:25 @ 3.35 
29 gravity, 15 cold test.......... 12 @13 ai = le ea ee Kauri, No. L...s+... ecvece eevcccseces 31 @34 
27 gravity, zero.......+.. eevecee 16%@17% Turkey red, English............... 4@ 10 at ee onc fe <subyassaee nee Morphine 
SUUEEE nencarstetisvsetcces 11 q@i2. | Venetian red, English, @ 100 1bs.1.15 @1.75 DAD Bactbeiis tnecadhabventnes+sest gis ee 
Cylinder, light, filtered............00¢ eae ABROFIGOR ccccvccccscccccccss 50 @1.25 COIDB .sceereeccccccessseeeseeteced @25 Morphine, bulk.............90z. 2.10 @ 2.20 
Dark We td 16%4@17% Vermilion, imported English, ®@ Ib. 75 @ 80 ay citevaseeessraseeseaeeeeeeg® os GB, GERM. ccccccsceccescevces OD @ aa 
a oan eertesearecst 8x08 oe 23 @30 American quicksilver, bulk... — @ 65 > a eeccee Corcccccccccesccccecs rr} oS % oz. vials, 2% oz. bxs..... 2.45 @ 2.50 
Dark, steam refined............- 12%@14 bags..... tt Brown CHIPS....ccccercccsecsesee © GIS 
Natural, Franklin, 82 gravity........ 10%@15! pen ll steer eer eeeeseceerenes re 4 Browa GUS 2+ seeeeeerseerseereee 4.9 a Codeine, 
Smiths Ferry, 82@34 gravity..... 8%@10 PAT sc cee-cocvcescosece . WD BUBB. ....seeserserseenee & 
West Virginia, 29 gravity.......19%@22! BLACKS. °° 40 Sap | Codeine, pure, bulk........@ os eS Cin 
Neutral filterzd lemon, 33@34 gravity.15%@20 B Triple cross “41 @48 OBB. ccccccccccccccccccccccs "335 @ 8.85 
White, 33@34 gravity............ 23 @25 cone OPerr cece seserecesccescoese --@ ib, 2 @5 Picture quality....... 65 @75 Cighthe ..cccccocsccsesees 
82@34 gray, bloomless........... 15 @2 Carbon ....eseeere Oeeeneececescccecers 5 @10 Pale and fine selected.... ..560 @55 Sulphate, nitrate and muriate, 2c., and 
82 gray, wool grade............. 13 @15 High grade..............- treveres 15 @20 WINDOW GLASS. phosphate, §0o. per os. less tham pure. 
Paraffine, high viscosity....+...+s+.++ 22 @25 Drop, AMEeTicAN......cecseccersscceees 4 @E eee ag : 
903-907 ep. gr........ anes tess 13 @ PE ce Ee Oe CP ot! Eastern Price List. Quinine. 
Os Mccascevere Ghee vedas 12 @1? eet Se kee ae. AMERICAN WINDOW GLASS. 
883 — = 9%@10 SORE, #5968 + v9 5 tes shes enh 0s 08s onagee ad SINGLE Quinine, 100 0%. tIMS....sseeees sz @-=- 
DP. BE. wseceeees oorseeocceces Lamp, commercial....... coeedcccccceee 44@ 6 SINGLE. r 21%4@ — 
SCM dans creat orsteudansie 9 @ 9% menned 7 o16 BO 02, tiMS....eeeeeeeeeers os 
wh eee eee eee eee or ee ~ = 
tie 865 > Diecdeccsesadecteaccsaves - east GRIOIMOd ccccccccccccce soeeenesede 9 @2 7 = = peeneernedhetes cn 
Be PTE NO voc cesssvcesscesaccsense 3% Be MIG cass arcane chic sks eei Py eeree Sees ee ease 9208 Es 
MING, Be. 8, RitereG...cccvccccccse 15%@16% ” 20 oss SG CURR ceaxaccuscsaares 26 @ a 
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Mere ee ee ee * @ 28 e at eats. t.. >n = iN @ 2640 Relladona Meee eS 0 @ 1 Colchicum ......_ ee ee 0 @ 90. 

ury, bi seve 4 @ xtra vr .. 2.10 ica ‘ gece 3 Cont ee eee 83 @ 
Myrbane sulphate ........... sue ee aoe madac ee tt Sey Fae ae nie ahavt.. sc... oop ME wiacagcmpshaand cssees | WE 40 
Boek oan Oe gc : ‘en @ 633 | Sates wae Sing = @ 5 e long Re atta heed 7 10 @ 11 OMIM rests nsssaceceasesesrce 28 > 7% 

r CU. ncccecec M0 Os > 55 ae ee . @ ‘annahbis =e eva teeereve aa “ ble atural.. PF ah gee ms 32 

Tonquli De seeeereee A . 7 @ g jee ee eeeecteeeeeatesees 15 @ 6 nabis indica, top , Se evne 16 @ 18 Ounemnc “tan Rta tte 7 @ 
grai TM see oz. 6.00 raway : Be ae 21 siftings » Tope 55 @ F Bched oesssssrserseees 6144 1% 
n, Cab cnawweuen @ 8.00 Cas y seed : . Qs @ = Coc Zs ; . . ny 60 ennel, G ” aap oneepapecesteaipedhe 4@ GY, 
meen ....10.00 @16.00 Cassia, B.-A aheg .. We 7™ a. Huanoco Fe ote  @ el, German....seecevcveee 1. OY@ «OT 
Canto en coocsce = @14. Cedar . Boy wee aa gto 1.05 a 11 anid’? “cs te ae —- @ Flax allan sGascdeacké ae 8 @ 7 
Sonam "hehe a ae Cinnamon, Gey’ SEE ts = @ 1.88 Ciltelaen * ee aa be Der Sb aa 10 @ i 
Dru eeecoccces cooeee 185 @ s ‘itronella eylon, Neave... ee 7s oo Th Pan Nth be Sic inc foes 14a 7 Fen ground, L age 5@ 3 
Naph ggists’ .. 18. 17 Clo eee vy.. par me Patbeet cgeeyreerty yess co 2 18 ugreek Ib. séte St 5% 
eaene ae oaeasert nas ae @21.00 ne nb apc Sabian 7.50 o1een Comtum sosseesecssseessesnsen 72 »® on Russian .. npn ok “3 = * 

akes . i eR aa +++ 14, @l4 3 ottles >. s+ o4 : Deer tongue sessesseveceseess ss 7 athe ssian . pe ae oe. %@ }. . 
os i oreeenscesgaten 2%@ im pmeny FET ens Bsay 1.00 ‘ = Digitalis a ee de . mie ° Lobelia eigttieasex teteee Sine 24@ on 
Someseaamn & tee als....@ oz. sna 2% oan ae Mees 105 @1 10 Dightalls sseesessesecesecees ees - 9 @ = sabelle a ransctesteeceeees hs =o ze 

m, bbis., amber.... %9 Ib. : AEP ee eeeeeeeeeeeeen seers an Gri - she RR rake teeeees @ 32 

pale a aie Ib. 24@ = ta ttetteeesseseseesnaeesas 6.28 2 go soesentis robusta es 10 scupinee’ oo Eaaen renee Gan ins we 45 ° S 

y white Pea 2%%0 — ummin eee a, eceeanede'ee a5 7.00 nbane ... Brave Teast 84n » » brown, Gar ecru sti x 4@ = 
on snow aiite: eo ere 8%O 3 Cummin .2sseseeveeees se arts Rs @ cides... : 9 @ 12 California NR go oe ° 34@ 1% 
osphoru ras a rt re tan katasesesnes @ a | Jaber: Mite se ae BY a California .........0., oe 3% 
8 r ‘4@ pytus : . an ée > ar as %@ 
Pil aoe eee I 8 tus te 200 @ dl eee 6@ 7 8 ar x “2 " 4 
ocarpine Re ae ee eeee 11 @ An  @netuieiiees cc @ 3.50 Faborandt sssssserserserser weds 4% : EMAAR ser nereenevans . 5%@ % 
Poppy h sereees sossecee — 45 12 | Fenn nerlean Wi incveets's oo a Tee... seeeeeeee @ 6&6 vel ney ate tes sees sense ae 6 
ed sbosecccet on Te ose ie Been! ee ee a5 @ S Lebelia 2 ted: take hon wes 12 @ 14 . German ieettimeae st? oe 4 
® a concen A pata am tte ee ee oe 8 : Mati L¢ev REELS ee ee 8 oppy ee oss 4 Bice 
Precipitat chalk lb. 12 Gera ooo. hee 5 @ e@ aie Jc cen as 3@ 8B > mf site oe 4% 
ate, red eoecesssece @ 2 DINER esse acces sseeeene 60 @ = actoramn. Garr sereeee OT % ODPY wasrseessereeeeceveess tees @ 4% 
whit PRE sees 4% Tu ane. kine Z 1.25 arjoram ee o 8 Quine be to ons eoccce Soe 3 @ 
seta” aaeinidenenas speeeney ees 87 @ 6% Turkish ...... eat ee eee cisenei rhein nae ¢ Quince woo oie icvesese teeesee BH 3% 

, permanganate....... @ 89 a ai ete ee .47 @ Per i % F 20 ine, Exeiich.. | eee @ 6 

cyanide. ees aes 92 @ 94 Ginger 2 he akcae Seeeedade 2 oF 5.75 am nnyroyal : 19 @ 20 ae stan seat ; ae es 
Qui todide, eres soe sesee 94Q@ 9% Gingersrass Sdn ede any We etesiccde ae ese eppermint ohnotiaae 9@ 11 aeteaee eee eeee ices 3 @ 40 
u ae teeeee IMROTETABE oss ees eee eves eee i @ } ' ‘ ceeeeee om . MAN eee seeeeeeeeereene 
—, 77 see te ies oe @ 238 oa iMacs ck SS a ... 8.50 @ - o German .. erican........ @ 6 Sabadilla aie 40 6b 
ee tae - @ 2.45 miper berries............ seceee 1.10 @ ee ie se teeeeers Rdeladeaiee toa @ 10 Sabadilla secs ceseeeees tteeees ae 3 
Gait elle salt .. ae beaceauceh seteadatall 6 @ 60 = wood .. ee ae 40 @ 85 ulsatilla a a te . @ 30 Stramoniur ee hee oe 8 

cine, bulk Pe eC .. 1.25 @ 1.50 eee cotta sebean : BO 45 Prince’ ee wee 14 @ Strophe more wile aes” > 0@ 12 
Salol, bulk Ss Ae ar Ce 210 eee aitinntahe:. ect 1 @ 1.00 Ros Sail a a 7 15 ne aie ane an - 9 @ 1 
1 lb Se soveee 3.75 @ on” poe epg ttereeerereeee I ™@ 80 R aa | a 7 @ 8 Sunflo ispidus .. ps6) 5< 204042 -_ -@ : 
> DOB. vv eseeeeseeseees re oe 10 I canine eraeES - 1.90 @ 2.10 ee irons OE. ie ° is Wen, Launnt.., hapa path ea @ @ 1.00 
1 nee eoeerassde+ See vem Fade abner gs i @ TH Mili nn cei ; 
same este pots ecaseesessees 1.16 2s tae f Sage erat ntens oe A ih 84a 4 American a Sa tbetn inthis 340 +. 
ena par aered. als, tute co te 198 @ 18s Limes fa aa Savory . ear pee. fOE eS 12 @ 2 gel ea ” @ a” 
3 aie ** seceek Ga a . . yressed.. . ote lcs Send, Sine 4@ D . hel a 6 @ ea 
e 7.90 distilled tee + : cap éecnsat ? 3 : ee lae. 17 
oneease nue ad Linaloe Seereere eras 1 : uaa Atak: hele ee teens a) Pee ake: a 
ae TLAMANOG aa ooo sess canes eee 50 @1 Bee: Wiel Seal ...a.cf ; 4%] Vv Pie SESEARLSRSL ASA R SED 
‘  - cae ch 55 @ _ half co iole leaf..... 2 @ i4 i: —— en earn 98 @ 
tig Be Be eer. yeas CE 2 @ 
@ 1.10 B innevelly ooeeesereocces 9 @ 10 Q ie ~Orange stent eees ese. 60 @ ko 
& Te tramonium ein. . heads wae . 5 @ 6 A © OFUNBe eee eseeeeeeees ees 55144 = 
Re ae re) oe o Te Navarre a, ee een 52 @ 
FT oe ree Ke é arrt ee as a ae -» 46%@ 6e 
e % Iileached, commercial. ... s1-0 48 @ 
sone, dried wihdveint™. ...... 45 @ in 
ee SE ae csc 43 60 
see eeeeee = @ 
-» Of @ = 
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Spiees. 

Cassia, Batavia, No. hc = ib 17 @ 18 
Batavia, No. B....cceceeeces 12% 12% 
China mate ..-..sceeees ™%@ ™ 
CRBOB ccccccccccvsccccccess 11 @ 11% 
broken .....«+«++ eccvcvecee 4@ 8 
Saigon, roll@.......-seeeees 52 @ 53 
DFOMEN 2. cccccccccrscsccces 33 @ 34 
BUER 60 cosccccccccccccccesse INQ 16 
Chiilies, Japan ......-..-. 18 @ 14 

Cloves, Amboyna@........+.-+««. 16 @ 16% 
DTONSIBOAP 22. cccccscccvcccce 15%@ 16 
GUOMAD ccccvcccccccscccsccce 6 @ 6% 

Ginger, Calcutta.......---sseees 54@ 5% 
COU cwivecccsccvescovcce 4%@ 6 
African, No. 1.....-0-+05++ 6 @ ~ 6% 

Mace, Banda, No. 1....---+00+5 52 @ 53 
Penang, No. 1....+-+++e05 .§ & @ b&b 
Penang, No. 2....0seeeeeee “4@ 4 

Nutmegs, 1056 to 1108.......... 21 @ 22 

Pepper, Acheen........+e-eeeeee 10%@ 11 
LAMPONG ..-ee ee ceecceceee 114%@ 11% 
Singapore ....--cceeeeceee 12 @ 12% 

WPMILO ccccccsccccccccese 18 @ 18% 
Tellicherry ...ccccsscccees 124%@ 12% 
Zanzibar ..ccccscecsece 13%@ 14 

Pimento, No. 1....cececeseevers 54%@ 6% 

grinding .......- eecccsecee 5&6 @ 6 
Heavy Chemicals. 

Alkali, 48 per cent....#@ 100 Ibs. 874@ 90 
ammonia, high test........ 75% @ 8 

Bleach, over 35 per cent.......- - 125 @ 1.50 

Salt cake, glass makers......... 60 @ 62% 

Soda ash, carb. 48 per cent...... 1.256 @ 1.50 
high test......-sesseceecsees 100 @ 1.25 

Soda, bicarb, English....--...... 3.50 @ 6.00 
American ....-ccceeeseevese 1.80 @ 1.70 

Soda, caustic, domestic. 

60 per cent....... Cecceue 1,87%@ 1.95 

70 per cent......-eceeercees 1.77%@ 1.85 

74 per cent.....ceeceeccnees 1.77%@ 1.85 

7B per cent......e-seeeerees 1.77%@ 1.85 

foreign, 60 per cent. -@e - 

70 per cent.......+. -@o - 

74 per i a eeinashiee -@o - 

7@ per cent.........-e0---05 1.90 @ 18 
powdered, granulated 

60 per cent........++ +» 265 @ 3.25 

70 per cent..... ecceeee 287%@ 8.28 

Gal, Bngligh. .......ccccccocscees 674%@ 75 

AMETICAD ...-ceceeeccerees CO @ TW 

Acids. 

Acid, acetic........... ® 100 Ibs. 2.05 @ 3.50 
chemically pure.....8@ Ib. 20 @ 31 
GMOS sccrcivvccscessecve 5 @ 5% 
PYTONGMOUB ....ceeeeeeeee s@ 10 
sulphuric, @ 4 100 Ibs 1.20 1.80 

_— _? eccceces 1.80 3 1.40 
bulk, 50 deg.........1400 @15.00 
muriatic, 18 deg.......... 1.50 1.60 
20 deg......... 1.00 1.70 
oun ° ona * ie — 
b eg.. le 
ee 38 cesses 4% + 
@ deg....+++ 4% b% 
43 coeccee 5% 4 
nitric, 36 deg....... 5 @ 52 
38 deg....... 5 g 5% 
40 deg...... ° 5% 5% 
42 deg....... ing ssn 
POWMETED ..nceccseeeees Bl 83 
Miseellaneous Chemicals. 

Acetate of lime, gray..#@ 100 Ibs. 1.75 @ 1.80 

al Some DrowNn......e00. .-# @ 13 

_ ground cove 1.85 $ 1.95 

powdered . sscecssess 8.00 @ 8.25 

Aq. am’ia (in ams). 16 deg..@ Ib. 8 

1B dO@....ccecesseccecees ng i 

BB GOR. ce cccccccccccccce 5 5 
Ammonjac, sal; BORG a ci csssieen 5%@ se 
ranulated ........ 5%@ 6% 
UTD cccccccccccccce 94%@ Ae 
Ashes, pet, BRE GOTEH. oc ccsccces 6 6% 
RE tain ey ces sesieveed 64@ 6% 
Argols, powdered cetacaseee ves es 25%4@ 3% 
MG vet hosSoeuss be ane¥e 24@ 3% 
Arsenic, white .........seesee0s 2.90 @ 3% 

eeedecresecsccceceess 6%4@ 7 





Brimstone, crude, 2ds......@ ton.21 as 
domestic. ‘wit. ty m% 
Cream tartar, = ae .C 
powdei ed ’ bo p. 2% y 3) 
Chlorate of so0d@.........+++++ . 6% 7 
Chloride of calcium, 75 DP. Coseee 90 
COPROPES ceccccccse secccece sees 52% 65 
Glauber’s salt..... ee vecccccccscce OB ee 
Nitrate of lead.......cececeees ° 6% 7 
Potash, chlorate, crystals ....... 6% TM 
Powdered ...cceeee% eee 6%@ ™ 
COPD cccccccccvccsescces 3%@ 4% 
CAUSTIC .cceccsccccces eos 5 @ 6 
Gugar of lead, brown......6.+++ @ 7 
white.........++ . 8% R% 
Saltpeter, crude...........+++++ 3.60 @ 3.70 
FORNEE ccccccccses ° 44%4@ 5% 
Sulphate, aluminag...........0.006 1%@ 1% 
VWECTIOL, DIMES cccvcocccccccesees 44%4@ 5 








Fertilizer Materials. 


Amwmontiates. 
Ammonia sulphate epot 





# 100 Ibs. 297%O 3.00 



















SUGGES. spocvesseccesvece @ 3.02% 
Fish scrap, dried, 10 p. c, am- 
monia and - p. c. bone phos- 
phate f. o. b. fish works. ®@ ton. 240 & 10 
SFOUNE o cocccccccccccescess 31.50 @33.00 
wet, acidulated, 6 p. c. am- 
monia f. 0. b. fish works.. 2.20 & 35 
Ground fist guano, imported, 10 

and 11 p. c, ammonia and 15-17 

p. c. bone phosphate, c, 1. f. 

N. Y., Balt. or Phila..... «o--. 255 & 10 
EEE s sivkasbatyigs -- Bunit. 260 @ 2.65 
Tankage, high grade, f. o. b. 

CHICKSTO sscocsvcevccccsccvores 2.20 & 10 
Tan«age, concentrated, 15@16 p. 

6... £, O DB, CRIGEBOs cccvocosves 2.17%@ 2.20 
Tankage, 10-11 p. c. and 10-15 

p. c., f. 0. b. Chicago.......... 2.17%4& 10 
Tankage, 9 and 20 p. c., f. 0. b. 

aoe 2.10 & 10 
Tankage, 8 and 20 p. c., f 
- 210 & 10 
Tankage, 7 and 30 p 

Chicago ....-+4-+++ B ton. 15.00 @16.00 
Tankage, 6 and 35 p. 

18.09 S'S-08 
Hoofmeal, f. 0. b. Ch cago. nit 290 @ 2.35 


12-13 p. c. am- 


Dried blood, 
monila f. 0. b. New es 2.50 @ 2.55 


Dried blood, high grade, f. o. 








SSOUEINO. cb ASs-6edadys¥-00.0 veered 
Nitrate of soda, 96% spot, 
TOD WBecccccccsssscosessss 
future, 96%..... 
Nitrate of soda, 95% spot.. 3 
future, DBR. .cccccccscce B 
Phosphates. 
Acid phosphate ........e-eee008 
WOME, FURR... cc vcvevesoers ® ton.16.00 @16.50 
WECOMOD cewccoccceccoves 
ground, steamed......... 
unground, steamed ° x 
DONE ncosccccsess -19. 
Bone black refuse...........+++ , A 
Phosphate rock, f. o. b. Char’n. - 5. @ 7.0 
Tenn. 3.25 @ 4.25 
So. Carolina phosphate rock, 
ground, per 2,000 Ibs., f. 0. b. 
Ashley River......cccccscscsese 3.20 @ 3.50 
So. Carolina phosphate rock, 
kiln dried, f. 0. b. Ashley River 360 @ — 
Florida land pebble phosphate 
— f. o, b. Fernandina, per 
Poor perevevecvecccccoccecees 3.75 @ 4.00 
Florida high grade phosphate 
hard rock, f. o. b. Fernandina, 
FEE Wa ote cidcdcstccccescececs 7.25 @ 7.50 
Potashes. 
Muritate potash, 80 p. c., spot, 
8 100 Ibs. 1.88 @ ised 
Muriate potash, 80 p. c., future.. 1.83 @ 1. 
Manure salt, 20 p. c, actu’l p’ash 64 @ 67 
dbl. m’re salt, 48 p. c.......- 1.12 @ 1.14% 
Sulphate potash (basis 90 p. c.). 2.11 @ 2.14 
Kainit, in bags, 2,240 Ibs....... 10.95 @10.55 
Kainit, in bulk, do..........-.... 9.05 @ 9.55 
Pyrites. 
Spanish crude, unwashed oan, per 
WEE cecccceccetoccns'cecececccce esees el @11 
Spanish, small washed ore. seeee TH@ 9 
(Oy. a ere 9 @10% 
Lump, non arsenical high grade ore. = @13 
Lump, areenical (not washed)......... 10%@11 
Lump, arsenical (washed)............. @i1 
Smalls, Arsenical (washed)............ 9¥%@10y% 
Smalls, dusty arsenical (washed)...... 7 @ 


Domestic pyrites, fines, averaging 45 

p. ce. sulphur, f. o. b. shipping port.104.@— 
Furnace size, averaging 45 p.c. sulphur, 

f. o. b. shipping port, per ton...... 5.00@a@— 






















Acetate of SOd@.......ss005. #@ |b. 8% 8% 
ACIG, BOING c.crccccccscccssccee 50 
picric, best crystals........ 238 85 
tarnic, commercial........ 80 35 
crystals .....++. 50 55 
Albumen, 45 @ 6 
blood 19%@ 23 
Alizarine, red 15%@ 16 
Aniline oil 9%@ 10 
salt crystals 8%@ 9 
ADMATO coccccssccccccccssesees = @ 14 
MME ceccccccccccccossessesse BH @ 2 
GOOD cv cvdveccvecvesves seseee = @ 8% 
Antimony, oxymuriate. Coecesoce 4@ 5 
GRE, Be cccccccccccccccece 114%@ 18 
GUID es cvsvesvsceseccccesee 9%@ 11 
Bichloride of tin, 50°.........+.. ° 8% % 
Ge” 66 66.0-00500 400.000606409.68 11% 11 
Bichromate of potash a && 8% 
Bichromate of soda. 6% 6% 
Bisulphate of soda. 1% 2 
Carmine of indigo........ 60 70 
eae Teneriffe, silver 50 @ 6&4 
OS 2n040 52 @ 54 
gray black. 44 si 
Cudbear, French.......0...s000++ 12 15 
concentrated .......ss.0.2+5 2 28 
Bngliah cccccscccccccccccess 10 lo 
CHER, MAL scccccccccccccescccses 4 5 
5 7 
6 $ 7 
BADD siccccccccescccccdéesee 6@o 8 
Dextrine, imported..........s00. 6 @ 6% 
GOTH cccccivcecssssenegeeses 2%.@ BY%4 
Divi-divi ........ setess a rae =s 
Plavine ...ccsccccssess ees 
POC, WAGE cccccccceses ‘ot ion a6 00.99 
voung root..... Gevsocsesees 1.00 @35.00 
Gambier ........ 4% 4% 
cube No. 1.. 18 ™% 
cube No. 2 6 7 
GOPANGINGE cocccccscsccscccceves 6 @ 7 
Hypo, of soda, Am., bbls—#® cwt. 1.50 @ 1.60 
BBB ccoccesccccesee .60 @ 1.70 
German, cks.. .85 g 2.00 
kgs .. 00 2.30 
Indigo, Bengal, low grade—® lb. 60 @ 67% 
SHORTER cccccccceccccece 7 @ 80 
ON eee 95 g 1.00 
Kurpahs, medium to good.. 55 oo 
higher grade............ 6 @ 
Guatemala .........+6.. -»§$ 8 @ 
OO SS eee Coccccecvevee 48 @ 55 
WEOGTRD acoccccccccescccioes 466@ 
Be TPMEROUG) oc cicceccecs - 20 @ 2 
BREMIOUIMD cocci sccccvececccaseces 95 @ 1.80 
Logwood, stick............ # ton.16.00 ors. 
COED sc ccscvecsursovesesects 16.00 18.00 
Madder, Dutch. .cccccocseces 8 Ib 7 @ 10 
PIONEER cccccces $6eeeesssecs 6 @ 7 
BEVPODOIRMIG 2 occ ccccccccccccccce 24a 2% 
Murlate OF tim, B6°..cccccosece 9@ %K% 
Co eedccescceccecccesece 15 @ 15% 
Nitrate of ‘tron, commercial. 14%@ 1 
CHWS cccessndccescsovcssece e 4a” 4 
Nutgalls, blue Aleppo........... 14 @ 1414 
EE. OS Koay ones Pi eebe oe 3.@ 14 
Persian berries. .......cesesseees & @ 7 
Phosphate of soda......... etacens 24@ 8 
Prussiate of potash, yellow...... 144@ 14% 
WOE voavcies 6 cesesessessecce 368 45 
PUUGMBLO OF BOCK i500 vecssccccses 9Y% 914 
Quercitron ...c.ceceeee see. BW toniR,O @20.00 
SO GP. io ccccceces wveese @ |b. 1.85 @ 2 
Salts of tartar........ssseee- esene 44g 6 
PUPIONOD. BOGMs covecacevecsssoeces ° 1 1% 
Soluble of], G0% ...ssecseecsees 6%4@- 6% 
DOTS -Radecadearcadeersrcesecs 11 @ 13 
Starch, corn, pearl, in bbis..... 2.02 @ 8 
TR. MNS 6056846044 60 0H05 008 1.87 @ 214 
POGRED cv cccccevedesecveccces 44,@ 5 
FEOD . o casececsvalsecsvaecesese 5 @ a1% 
PU © 66:55 60.6-6:6:0 6:65.6.00006 46 5%@ 6 
Stannate of soda........++-.+.- - 2e DW 
Sumac, Sicily, No, 1......# ton.44.50 @46.00 
MGs Bevecicvocvesucues 40.00 @45.00 
Virginia 


Tapioca flour.. 
Tartar emetic.. 
Tin crystals 
Turmeric, 


Coringa . 
Turkey red oil...... e 
Vanadiate ammoniu nz. 
Zine dust -@ Ib. 


54@ 


Chipped Dyewoods, Ete. 


Barwo0d ...cscececcesceee Qt Ib. 
Camwo0d ..ccccccccsccccccseses 


e 
1%@ 




















Hypermie vsseeeeeeveeseesseees 8 3 i 
Red sanders ....scssscesecscess 
Extracts. 
Archi}, double..............8h 8 @ 10 
Concentrated ...ssecceceseee 14 @ 1 
Barberry, French........ssss0555 2 @ @ 
CHEBtnut coccscccccccssecesssecs 240 8 
OBR Kecccdccccccccscocvssioosscse “OQ HH 
Hemlock .cccccccccccccccccccece 38 @ 8% 
Fustic, solld.....sccsesccsccssces 8@ i1 
liquid, 61°. a s 
@3 io 
6 12 
5 10 
10 Hy 
stals .. 
Quebracho, solid 5 6 
BL wccccccee 8 RY 
xg 3 
rT) 15 
evccececceeseece 3 @ 6 
Comparative Prices, 
On Sept. 5, 1901, 1902 and 1903. 
Chemicals. 1903. 1902. 1901. 
Bleachin owder....++ $1.00 $1.25 $1.95 
Brtmateue pric gail 21.00 21.00 20.00 
Caustic soda, 70 p. c... 1.65 1.85 1.90 
Caustic eoda, 60 p. c. 1.80 1.95 1.95 
Sal = AM, cocceees -60 e 55 
Soda, = ¢ Pp. c. cai - - - 
Soda, ash, Dp. c. c's — >= 
Soda, alkali, 48 p. Cc... -90 92% -90 
Soda, nitrate.........-- 2.15 1.87% 1.93% 
Cream tartar, crystals. .24%  .22% _.19% 
Muriate of fat eevee 3 1% 1 
te o BN. sees . A ° 
SEE nccvcscccccecess OD OG OG 
Paints. on 
White lead in oil...... ° -06% 05% . 
Litharge, Am., pow'd.. 05% 04% 056% 
Paris green......+++« eee -11% -12% -12% 
Orange, mineral....... 08 07% -08 
Ven. red, English.. 1.2 1.80 1.80 
Ven. red, American. eee 50 50 - 8b 
Barytes ...cesccecessees 16.00 17.00 17.00 
Whiting, commercial... .48 .40 -40 
Drugs. 
Opium ..cssccccceccece 3.30 2.70 3.15 
Morphine, domestic.... 2.10 1.90 1.70 
Quimine ...seeceeeesees 25 - = 
AICONO] .cccccccccceces 2.39 2.45 2.51 
Borax, City.....sccccors 07% 07% 07% 
Beans, tonka (Ang.)... 60 -70 -80 
Cubeb XX, ..cccceccees 07% -08 -12% 
Cuttlefish ....cecceeess 15% .20 -21 
Glycerine, C. P., drums 14% 14% -14% 
Oil, castor, city........ 09% -00% -11% 
Oil, CABBlA...cessccecee -72% 6242 .70 
Oil, codliver, Nor...... 105.00 38.00 21.00 
Oil, peppermint, tins.. 2.20 2.10 1.45 
Oil, sassafras......+-- e .40 .89 40 
QUAKEIlver cccceseeeeeee -63 64% -66% 
Asafoetida .....cccecss 24 15 -27 
Gum, arabic. sorts..... .07 ¢ -12% 
Camphor, bbIs....+-..+.+ ~- _- 57% 
Shellac, D. C...csceeee — 36 -- 
Senna, Alex. Nat’l..... 21 21 18 
Senega root.....seeeees .70 52 53 
IDOCAC .cccccccccccccece 1.20 2.00 2.70 
Jalap oversees ‘ e -00% 09% 12 
Canary seed, “Smyrna. - 08% 03% 02% 
Caraway seed, Dutch.. .05 05: -05%4 
Mustard seed, Cal., yel. 0AM 04% -05 
Rapeseed, German..... 02% -03% -0B% 
Olls. 
Cottonseed, prime, S. Y._ .41 391g .40 
Olive, Sicily ........+. 52 52 58 
Cocoanut, Ceylon...... 05% OT -05% 
Lard, prime, city...... -66 78 72 
Linseed, domestic...... 37 -60 Oo 
Menhaden, prime, cde.. -23 _- -23 
Whale, bi’ched, winter. .48 48 — 
Sperm, bl’ched, winter. 71 .78 -4 
Oil cake, Western..... 24.00 27.00 26.50 
Spirits, turpentine..... .59 47% 36% 
Dyestuffs. 
Bichromate potash, Am. . 08% _ 
Cochineal, Teneriffe, 8S. 24% -16 .16 
Cutch, BOB. .cccoscccece -05 04% 04% 
Gambler .ccscccsoscses 05% 06% 4.85 
Indigo, Bengal, bh. gde.. .90 85 
Prussiate potash, yel.. 14% 14 18% 
Se eae 2.35 2.82 a 
Sumec, Sicily, prime... 50.00 45.00 61.00 
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STANDARD OIL CO. OF NEW YORK 


a MAIDEN LANE BRANCH 


] 


a 


Refiners and Packers of Petroleum and 
Office, 124 Maiden Lane, New York. Works, First and Bond Sts., South Brooklyn. 


a 


a 


its Products. 





PRATT’S PATENT PREPARED GASOLENE 


86°, 88° and 90° Gravities 


PRATT’S DEODORIZED STOVE GASOLENE 
For use in Vapor Stowes. Made in accordance with the recommendation of the Vapor Stove Manufacturers 


Adapted to all Kinds of Gas Machines 


Preerieters “ PRATT'S ASTRAL OIL." 


and guaranteed not to smoke, smell or gum the burner. 


REDISTILLED NAPHTHAS 
Also Fuel Oil, Lima Crude, Distillates, &c., prepared especially for Gas Companies, and obtainable thin in barre) or tank cas. 


BOULEVARD GAS FLUID 


For use in Vapor Street Lamps, Plumbers’ Torches &c. 


a ‘ 
s 
( J 


DOUBLE-DISTILLED DEODORIZED BENZINE AND NAPHTHA 

of all grades and gravities from 62° to 76° for manufacturing varnishes and mixed paints, rubber and gossamer goods, floor and table oil cloths, as 
well as for general use of druggists, dyers, cleaners, etc., etc. The above goods can be had in quantities to suit the purchaser. - 

« everwhere in the East, either through our agents or from us direct. 


STANDARD OIL co., PRATT*?’WORKS, 


a . * e 


5 © a 


2@ BROADWAY. NEW YORK. 





STANDARD OIL COMPANY, avn 


beakes a ENGINE and PERFECTION Water White OILS, “ 


AXLE GREASE, 


CANDLES, © 


~ 


TURPENTINE, 


GENERAL OFFICES: ¢ 


CINNATI, OHIO. 
FINE ENGINE and CYLINDER OILS. 


LINSEED OILS. 
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SUN COMPANY 


PRODUCER, REFINER, SHIPPER AND EXPORTER OF 


PETROLEUM and 
LUBRICATING OILS 


PITTSBURG, PA. and PHILADELPHIA, 


THE SUN OIL COMPANY 


REFINERS AND DEALERS IN 











Lubricating Oils, Greases of all kinds, 200° Mineral Seal, Wool Stocks, 

Cylinder and Engine Oils, Iluminating Oils, Paraffine Wax, Mineral Soat Stocks, 
achinery and Spindle Oiis, Gasoline and Naphtha, Paraffine Oils, Residuum, Tat and 

Railroad ‘Bingine and Car Oils, Gas Oils and Fuel Oils, Twine and Bagging Oils, Fluxing Oils. 


For delivery in bulk or barrels for Domestic and Foreign Consumption. 
Facilities for loading and shipping Bulk Cargoes. TOLEDO, OHIO, U.S.A. 


Standard Oil’ Company of Kentucky. 


peacers in Spirits Turpentine, Refined and Lubricating Oil, Axle and Railroad Greases. 
OU SPECIALTIES: RED CROWN STOVE GASOLINE, FIREPROOF OIL, MICA AXLE GREASE ———= _ Agencies and Depots af all the Principal Points in the South. 
Main Office, a x * * A a A A LOUISVILLE, KY. 


.STANDARD OIL COMPANY OF NEW YORK. 
Devoe Work s,. 26 Broadway, New York City, 0.5 — 


SOLE PROPRIETORS OF THE CELEBRATED BRANDS OF ILLUMINATING OJ 
BRILLIANT } 110° test 


DE = OE’S er He 


GOLD SEAL 








PACKED IN hament CANS FOR EXPORT TO ALL COUNTRIES. 


Standard Oil Company of New York. *“¥orxs. 
MANUFACTURERS OF CROWN ACME OIL 
Prepared with great care for — USE, ne in and the Best illuminator in the world, 
Works at Olean, N. Y. - - Main Office, 26 BROADWAY, N. Y, 


ATLAN TI C REF IN I N G CO. 125 ARCH sTRtar, Pombapasentl 


SELL STOVE NAPHTHA FOR 


Vapor Stoves 


Yhere are two extremes obtained by the use of a VAPOR STOVE, namely the best results at the lowesi 
fuel cost. It will cook anything on the most elaborately prepared menu at a fuel cost of 


One-half cent: per hour. 
It will do this in a quick and clean manner and without heating your kitchen five degrees during the day. 


VACUUM LEATHER: OIL. 


JOBBERS HANDLE IT BECAUSE 
It is Easy to Sell. It is Advertised Best.‘ - It is right for its Purpose. 
. ' It Gives Perfect Satisfaction. 


Put up in taking cans, attractively enamelled. Handy Patent Lambskin-with-wool-on-swob goes with each can and books 
“How to Take Care of Leather.”* Liberal Trade Discounts. . 


' 


FOR PARTICULARS APPLY TO 


Vacuum Oil Co., Rochester, N. Y.,or Any Branch 
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Vice-President, President, Vice-Presidents, 
1. F. STONE, New York. JACOBS F. SCHOELLKOPF, “| Jams W. W. HANNA, Boston; 
Secretary, Treasurer, JESSE W. STARR, 3d, Phila. 
CHARLES WARE. Chicago. Cc. P. HUGO SCHOELLKOPF. 


SCHOELLKOPF, HARTFORD & HANNA CO. 


OFFICES AND WAREHOILISES: 
100 William Street, NEW YORK. 105 Reed Street, MILWAUKEE. 
109 North Water Street, PHILADELPHIA, 28 North Main Street, PROVIDENCE, 
413 West Sth Street, KANSAS CITY. 


163-165 Oliver Street, BOSTON. 
108 Michigan Street, CHICAGO. 232 E. Pearl Street, CINCINNATI. 
Also Agencies at WATERTOWN and NEENAH. 


Manufacturers of Aniline Colors, Coal Tar Products. etc. 


DEALERS IN 


Chemicals, Drugs and Dyestuffs 


Formaldehyde 


40 76 


For Prompt Delivery and on Contract 


Please Write for Lists, Circulars, Samples and Quotations. 


AMERICAN ANILINE COLORS 
WM. F. JOBBINS THE PROCTER & GAMBLE CO 


Successor to JOBBINS & VAN RUYMBEKE CINCINNATI 
GLYCERINE for Nitro and other purposes PRODUCERS & REFINERS OF 


GLAUBER SALTS for Dyes and other purposes G LYC Ee Ri N E 


mbeke’s NEW PROCESS CLYCERINE DISTILLATION, and Rocoverv 
New York, Me ys M. Curtius, .o- 


Patentees of J. V: 
of SLYGERINE A SALT from Waste Soap — Also Plants adapted for — — 
evaporation of Caustic Soda Lyees. oe Representatives; { Philadelphia, 0. K. Stevenson, 16 North Front Street 
seat, Se Staliman & Fulton Go. “77 Lake street 


ented Filler Driers 
jerome Marble Co., 124 High Street 


Works and Principal Office: AURORA, ILLINOIS. NEW YORK, 81 Fulton Street. 
Regd. Cable Addresses, A. B C. Code (4th Edition) used: “EHRENTOD,” Aurora, Ill., New York 


(P., D. & CO.) 





PREFERRED BY RETAIL DRUCCISTS 
EVERYWHERE 


Over three hundred kinds— 
herbs, leaves, flowers, barks 
and roots—in our price-list. 


Only the choicest specimens used. 


STOCK ‘THEM FREELY 


PARKE, DAVIS & COMPANY. 


LABORATORIES: DETROIT, MICH.; WALKERVILLE, ONT.; HOUNSLOW, ENG. 
BRANCHES: NEW YORK, CHICAGO, ST. LOUIS, BOSTON, BALTIMORE, NEW ORLEANS, KANSAS CITY, INDIANAPOLIS, MINNEAPOLIS, 
MEMPHIS; LONDON ENG.; MONTREAL, QUE.; SYONEY, N.S. W.; ST. PETERSBURG, RUSSIA; SIMLA, INDIA; TOKIO, JAPAN. 
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DRUG MARKET. 


NOTE.—Our prices are for large lots except 
when otherwise specified, and buyers of 
small quantities must expect to pay an ad- 
vance on these figures. Complete prices 
current will be found on pages 30 and 31. 








Saturday Evening, Sept. 3, 1904. 


ADVANCED. DECLINED. 
Opium, 2%c. Alcohol, 5c. 
Santonine, 35c. Cologne spirit, 2c. 
Ergot, lc. Menthol, 35c. 


Nux vomica, \%c. Clove oll, 5c. 


Sassafras bark, ‘4c. 
Tahiti beans, 5c. 

Anise oil, Sc. 

Cassia oll, 2%c. 
Feppermint oil, 25c. 
Atropa belladona root, Ic. 
Coriander seed, %@%e. 


Opiam, 


The firmness of the primary markets 
as indicated in our last report is re- 
flected in the local situation, and values 
are again in upward tendency. Cases 
are no longer available at the last quo- 
tation of $2.65, nothing being offered be- 
low $2.67%, while holders who were 
willing to sell at this value last week 
now ask $2.70. Several case lots have 
been sold at $2.67%, but the bulk of the 
week’s trading has been in broken par- 
cels within the range of $2.70@2.72%. 
Powdered is steady at the old basis of 
$3.25@3.35, as to test, quantity and 
seller. Our correspondents in the pri- 
mary markets cable as follows:— 

Smyrna, Sept. 3, 1904. 

Sales have been made of 242 cases, mostly 


for America, at full prices. Arrivals to date, 
3,145 cases. 


We have the following by mail:— 


Constantinople, August 19, 1904. 

The market is weaker, and it looks as though 
it might go down still further. Were it not 
for the ill-advised purchases in Smyrna all 
along since commencement of new crop, prices 
to-day would have been from 5 to 10 per cent. 
lower. As it is, it is difficult to understand 
how values can be maintained at their present 
level much longer, unless buying on a large 
scale continues and weather conditions in the 
late autumn prove unfavorable. The stock 
in Turkish sea port towns exceeds 8,000 cases, 
and there are 5,000 or 6,000 cases more still to 
come down. The week's sales include 13 cases 
of new soft at 7s. 6d.@7s. 10d.; 4 cases of 
= = at 7s. 5d. and 27 cases of druggists’ at 

Quinine, 

The hopes of the trade for a higher 
market for quinine have not been 
realized on the outcome of the Amster- 
dam bark sale on Thursday, and the 
event is, to say the least, disappointing. 
Favorable comment was expressed at 
the steady result of the sale, the unit 
being 6.25@6.30 Dutch cents, according 
to different cablegrams received here, 
against 6.30 Dutch cents at the July 
auction. Ninety per cent. of the heavy 
offerings, 9,498 packages, or 1,857,150 
lbs., were sold. Confidence that the 
makers would establish a market for 
the salt more on a parity with the 
value of the bark as determined at the 
auction was not abandoned until the 
next day, when the announcement of 
the monthly bark shipments was re- 
ceived. These proved to be more than 
1,500,000 Dutch pounds, considerably in 
excess of the average monthly ship- 
ments and against 1,132,000 Dutch 
pounds for July and 1,100,000 for Aug- 
ust, 1903. If the extent of last month’s 
bark shipments had been generally 
known before the auction, there would 
probably have been quite a break in 
the unit value. Makers have been 
getting the bulk of the local trade, as 
holders of Java still maintain their 
price on a parity with first hands at 
2lc. for bulk. There have been some 
moderate sales of Java at this price. 


Miscellancous. 


ACID, BENZOIC.—The market pre- 
sents nothing of particular interest, but 
quotations are steady at 12@138c. for 
true and 33@35c. for ex toluol. 

ACID, CARBOLIC.—The_ expecta- 
tions of larger fields of consumption 
abroad have apparently not been real- 
ized, and goods are offered as a slight- 
ly easier basis. Large drums are quot- 
ed at 12c. and bottles in lots of 100 lbs. 
at 18c. These views are not general, 
however, 18c. for drums and 20c. for 
bottled still being maintained in some 
quarters. 

ACID, CITRIC.—Although the season. 
has passed during which the demand 
reaches its greatest volume there is a 
fair movement and prices continue well 
established at 32@3214c., as to quantity. 
We have the following from our cor- 
respondent :— 

Messina, August 17, 1904. 


Several dealings have taken place during this 
last fortnight, but owing to the holders’ per- 
sistence to maintain prices the result has been 
but very little business, rangin from £14 
108.@£14 128. 6d. The above prices are no 
longer paid, buyers being under the impression 
that lower figures will prevail in the near 
future. On the other hand, holders do not 
show any anxiety to give away or to make 
concessions. In regard to the new season busi- 
ness, we are in the same position stated in 
our last communication. 

ALCOHOL.—The market for grain 
alcohol is easier, in sympathy with the 
position of corn, the revised basis be- 
ing $2.42@244, as to quantity, subject 
to the usual terms of discount. There 
had been some underselling of late, 
which one of the principal operators 
determined to meet by an open declara- 
tion of a lower level. The wood alcohol 
siutation is steady, with a slight im- 
provement in the demand, at 60c. for 
95 per cent., and 65c. for 97 per cent. 

ANTIMONY.—The Hamburg market 
is well sustained under the monopoly 
of the Chinese crude product, to which 
the local situation has not proportion- 


ately responded. Powdered needle on 
spot is still held at 4@é6c. 

CANTHARIDES.— Whole Russian flies 
are maintained at the high level of $1, 
which they reached last week, and pow- 
dered flies are now quoted on the same 
basis. Buying at this value is neces- 
sarily restricted, The Chinese flies have 
not been affected by the advance in 
the Russian, but are held firmly at 383@ 
40c. for whole, and 43@45c. for pow- 
dered. 

CARNAUBA WAX.—Some concern is 
manifested over news of the new crop, 
lest it be of a nature that might tend 
to upset the stability of the present 
high range of prices. We are advised 
by houses in direct touch with the pro- 
ducing districts in Brazil that there is 
nothing to warrant a belief that this 
year’s production will be beyond a nor- 
mal one. The opinion is expressed that 
the crop may reasonably be expected to 
be less than of average proportions. It 
will undoubtedly be late. 

COCOA BUTTER.—With the ap- 
proach of cooler weather, the market 
awaits a more active turn. Some early 
sales to large consumers have been 
made of prime Dutch butter at 29c. 
Van Houten’s is held at 29%c., but 
some of the less popular brands are 
available at 28c. At the Amsterdam 
auction next Tuesday about 100 tons 
will be offered, of which 75 tons consist 
of Van Houten’s. 

CODLIVER OIL.—In some quarters 
quite an active consuming demand is 
reported, but the movement is by no 
means general. The Norwegian oil is 
held with unabated firmness, and an 
advance of 5s. was reported by cable 
from London on Friday, establishing 
the market there at 155s. The cost to 
lay down here is estimated from $42.50 
@45, according to brand, and most of 
the new oil which has been received 
commands $45 on spot. Last year’s oil 
is obtainable at $44. A leading refiner 
in Norway has issued his annual sta- 
tistical sheet on the Norwegian situa- 
tion, in which the entire crop of oil is 
placed at 17,500 hectiliters, against 2,800 
for 1903 and 22,500 for 1902. The recent 
crop is shown to be smaller than for 
any year since 1895, excepting last year. 
Up to July 23 10,880 hectolitres had been 
shipped from Norway. It was stated 
that of this year’s production 40 per 
cent. was of Finmarken oil, and the oil 
in general was much superior to that of 
last year. 

ERGOT. — Recent sales have been 
steadily advancing the value of spot 
goods to the parity of the primary mar- 
kets, below which the market here has 
been for some time. There has been 
quite a movement of late in 1,000-Ib. 
lots of Spanish at 42c, for export, and 
this is now the prevailing value for 
that variety. Russian is also higher at 
40@42c. 

FORMALDEHYDE.—There has been 
quite an improved display of interest 
in this market, with some fair sales 
within the range of 10@l1lc., carboys in- 
cluded. 

FUSEL OIL.—The strength of the 
foreign markets is reported to be slight- 
ly relaxed, and under this influence spot 
goods are available at more attractive 
values. Crude is quoted at §$1.20@1.25 
and refined at $1.50@1.60. 

GLUCOSE.—The demand shows evi- 
dence of increased buying interest, with 
the turn of the season, and quotations 
remain well sustained on the basis of 
1.71c. for 42 degrees, carload lots, New 
York. 

GLYCERINE.—More interest in plac- 
ing new contracts is in evidence, and 


Schieffelin & Co. 


NEW YORK, 


Offer Special Inducements to buyers 
of the following: 


Acid Phosphorio, Syrupy, 1.750 


£8 ys... 1.110, 
in cases and carboys. 


Norwegian Cod Liver Oil, 
“3 Fish,” “ Devold’s,” “Isdahl’s.” 

Arrow RoOt, sermede, consice, tow Crop 

Balsam Fir, Canada 

Balsam Fir, Oregon 

Gum Benzoin, Sumatra 

Gum Benzoin, Siam 

Bay Rum, Porto Rico 

Bay Rum, St. Thomas 

Gum Opium 

Gum Aloes, Cape 

Arnica Flowers 

Buchu Leaves, long 

Buohu Leaves, short 

insect Powder, Truc 

Lycopedium 

Olive Oil, Yellow Malaga 

Olive Oll, Green 

Rape Seed Ol! 

hesame @h 





Chemicals for 





133 William St., New York. 


ROSENGARTEN & SONS, Incorporated, '%**' %* % Chices 


Manufacturing Chemists, Philadelphia. 
QUININE, SULPHATE POTASSIUM IODIDE 
cone RRCHESE. | romano Ste an 
and Salts of Codeine. mT AT Suny. 


McKESSON & ROBBINS, 


NEW YORK, 
Are Headquarters for 


Manufacturers, 


Gums, Waxes, Oils, &c. 
USED IN THE ARTS 


CRUDE DRUGS WHOLE, GROUND and POWDERED, ESSENTIAL OILS. 


Salicylic Acid 


Cualacol Crystals 


Cualacol Liquid Vanillin 


Garantose 
(550 times sweeter than sugar) 


Sodium Bonzoate 
Oil Wintergreen 


THE HEYDEN CHEMICAL WORKS 


NEW YORK CHICAGO 
40-44 Pine St. GARFIELD, N. J. 168 Lake St. 


BAKER'S REFINED 
i\ Quality Unexocelied. 
H. J. BAKER & BRO., Camphor Refiners, 100 William St., New York 


ISDAHL & CO. 


Manufacturers of 


Finest Lofoten 


COD LIVER OIL 


BERGEN, NORWAY. 











Ask for sample of Jervell’s O. S. J. 
branded pure Norwegian, non-freezing 


COD LIVER OIL 


and you will find it is as good as any. 
Supplied only and by nearly all the 
wholesale druggists in United States. 


New York Quinine & Chemical Works, «Ltd 


114 WILLIAM STREET, NEW YORK. 











Cocaine, Quinine, lodoform, Codeine, Morphine, 
Acetanilid, Potassium lodide, Strychnine, 
Bismuth Subnitrate 


We make upon a very large scale, and of excellent uality, and as our prices 
A’igher than these of others manufacturers, we most caracetly ask es 
‘ for a portion ef your business when orderiag. 
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Incorporated 1897. 


(Chamber) STRAIGHT 


Eetablished 1841. 
SUBLIMED 


; 
Flowers of Sulphur 


Also Flour Sulphur. 
ROLL and VIRGIN ROCK BRIMSTONE. 





T. & S.C. WHITE CO. york city.” 


SIFFFFIFSIFFSFSSSFFIFSISSISSS sesiieaaeaaeeaanaeens 


F. M. RUDD, Bronson, Michigan. 





Superior Quality Natural SPEARMINT DIAMOND WHITE 
TANSY Redistilled and Refined 
PE PPER M | N WORMWOOD ' Peppermint and Spearmint 
end are guaranteed Highest Grades produced. 
ERIGERON SAMPLES ON REQUEST. 





SOLE 16 PLATT STREET, 


AGENT, R. W. PHAI NEW YORK. 


Sole Agent or Chemisohe Fabriken Gernsheim—Heubrach, 
Rheinau near Mannheim, Germany. 


CHLORAL HYDRATE, PRECIP. CHALK, NITRATE STRONTIA and BARYTES, Etc. 


Powers & Weightman, 


PHILADELPHIA, 
And No. 56 MAIDEN LANE, 


Manufacturers of 


CINCHONIDINE. CINCHONINE 
MORPHINE—Sulphate and other Salts. 
CODEINE. STRYCHNINE. SILYER NITRATE. BROMIDE and IODIDE POTASSIUM. 

CHLOROFORM. ETHERS. MERCURIALS. EPSOM SALT COPPERAS. 
ACiDS—Tartarie,| Citrio, Sulphurio, Nitric, Muriatio, Eto. 


AND A GENERAL ASSORTMENT OF 


CHEMICALS FOR USE IN MEDICINE AND THE ARTS. 


MANUFACTURERS, LARGE DEALERS, read the OIL, ‘PAINT AND DRUG REPORTER 


CANARY, HEMP, RAPE ANC MILLET. 
Original packages, in carload lots or less. 


fHE ALBERT DICKINSON C0., CHICAGO, ILL. 


UICKSILVER 


Apply to ALEXANDER & BALDWIN, Ltd., 82 Wall St., New York 


English Precipitated Chalk 


STURCE’S BRAND. 
SCHOELLKOPF, HARTFORD @ HANNA CO., 
IMPORTERS, 


THURSTON & BRAIDICH, xin Wir. 


GUMS ARABIC, SENEGAL, TRAGACANTH, 
VANILLA AND TONKA BEANS, 
COCOA BUTTER, : ° NUTGALLS. 


CHAS. PFIZER & CO. 


NEW YORK 


Manufacturing Chemists 


CREAM TARTAR, Crystals and Powdered, 99}-100% 
TARTARIC ACID, CITRIC. ACID, 
BORAX, Crystals, Powdered and Granulated, 
BORACIC ACID, (Pure) Crystals, Granular and Powdered, 
ROCHELLE SALTS, SEIDLITZ MIXTURE, 
REFINED CAMPHOR 





NEW YORK. 


Sulphate and other Salts. 


QUININE.  QUINIDINE. 











For sale in 25 
flask lots or 
over. 





NEW YORK 











ALSO A FULL LINE OF CHEMICALS FOR MEDICINAL AND TECHNICAL US2s 


DRUG REPORTER 


this constitutes the chief activity of the 
market for refined. Spot quotations 
are staple at 13%@l4c. in drums and 
bbls., containers added, and 14%@lbc. 
in cans. Dynamite remains dull, but 
without further change from the basis 
of 114%4@11%c. The crude situation is 
without appreciable improvement at 
8%4@8%c. for soap lye and 9144@10c. for 
saponification. A letter to a leading 
importer from Paris, dated August 23, 
stated that it was not possible to meet 
the equivalent of 8c. here for soap lye, 
although the Paris market was dull. 
We have the following from our cor- 
respondent :— 
Paris, August 19, 1904. 


The situation of our glycerine market re- 
mained calm this week; the offers are only for 
very limited quantities, but as they are nu- 
merous, prices declined. It seems that this 
period of calm will not be a long one, be- 
cause the consumers are not completely pro- 


vided over this year, and are wholly unpro- 
vided over the next one. Prices are:—Saponifi- 
cation, 95@97 francs; soap lye, 80@85 francs 
per 100 kilos, c. and f. New York. 
GUARANA.—The market is_ still 
weak under the influence of recent 


heavy arrivals and a curtailed outlet. 
Qtiotations are more or less nominal at 
65@75c. 

MANNA.—The steadiness of this inar- 
ket has been assailed by rather active 
competition, following a long period of 
dull trade. Large flake shows no change 
from the basis of 45@50c., but small 
flake is obtainable at 26@28c. and sorts 
at 24@265c. 

MENTHOL.—The bottom to this 
market is apparently as distant as 
ever, for the week has brought a de- 
cided slump and there is no telling at 
what point the depression will end. 
Cases can be had at $3.40, but even at 
this value there is no demand of mo- 
ment. Some holders have retired from 
the market at this basis, and in two or 
three quarters old views are still cher- 
ished, some of them being up to $5.75. 

NUX VOMICA.—Primary conditions 
abroad continue to reflect firmer feel- 
ings on spot, and nothing is reported 
below 2%c., while the better grades 
are held at 3@3'%4c. 

PHOSPHORUS.—There is little of 
new interest, the demand being wholly 
of a routine character, but values are 
well established at 45c. in cases of 11-lb. 
tins, 55c. in single lots of 11-lb. tins and 
75c. in 1-lb. packages. The London 
Chemist and Druggist prints the fol- 
lowing :— 

The British Consul at Lyons reports that 
the reduction in the output of phosphorus wae 
general in 1903. The home consumption is sta- 
tionary, and the activity of the factories is de- 
pendent on the export demand. The export of 
white phosphorus fell from 89% tons in 1902 
to 61% tons in 1903, while red phosphorus in- 
creased from 48% tons to 65% tons for the 
same period. 

SANTONINE.—The market has re- 
sponded to the continued unfavorable 
reports of the Russian wormseed crop 
by an advance of 35c., establishing spot 
quotations at $8.05 for crystals in bulk 
and $8.25 for powdered. Mail advices 
from London state that the prospects 
for the new crop are becoming worse 
and worse, on account of the extended 
periods of drought, and the yield is not 
likely to exceed 400,000 pounds, which 
is barely a quarter of the normal pro- 
duction. Previous crops have been de- 
pleted to an extent that santonine mak- 
ers will probably experience consider- 
able difficulty in covering their wants. 
The article is made exclusively in Rus- 
sia, and a government control is exer- 
cised over exports of the finished pro- 
duct and the raw material, which are 
subject to duty. 


Balsams. 


This market presents little of new in- 
terest while the demand is of such light 
proportions, involving quantities for 
current requirements. The chief activ- 
ity is in Central American copaiba, and 
prices remain steady at 31@34c., as to 
quantity, quality and holder. The Para 
variety is listless and quotations are 
nominal at 35@37c. Peru is well main- 
tained at the range of $1.15@1.20, under 
the shortage of spot stocks. Equally 
firm views are held for tolu at 22@24c. 
The firs are reasonably steady under 
lightness of supplies at $3.40@3.60 for 
Canada and 90c.@$1 for Oregon. 


Barks. 


New cascara sagrada is being steadily 
received by members of the local trade, 
and views as to value show compara- 
tively little variation. In jobbing lots 
9c. is generally maintained and in car- 
load lots 8%c. can be done. Lower 
prices for 1904 bark are likely to prevail 
upon further receipt of bark for this 
market. A considerable part of the ar- 
rivals here has been for export to Eu- 
rope or shipment ‘to domestic points. 
Some sales are reported from the coast 
at 6%c. in carload lots. Old bark is 
held up to l6c., as to age, quantity and 
seller, 

Bayberry .is offered very sparingly, 
and some holders are asking higher 
prices, but 6@7c. remains a selling basis. 

Sales have been made of sassafras at 
10c., and this basis is still possible for 
limited quantities. Prime bark is scarce, 
100 Ibs, having commanded recently 12c. 

Small quill cascarilla is reported to 
be out of the market, and quotations 
are on the basis of 13@14c. Ordinary 
is held at 10@11c. 

Angostura continues to be firmly held 
at the high range of 40@50c. 


Beans. 


With the turn of the season a more 
active market is awaited ‘for vanilla 
beans, and a higher market for Bour- 
bons will probably be established under 
the influence of damaging conditions 
in both the Reunion and Seychelles Is- 


a . 





lands. In the latter place it is reported 
that the new crop will be one-fifth" of 
the average. There. have been some 
good sales this week in Bourbons, as 
well as Mexican’ beans. Some of the 
finer grades of the former command up 
to $5. Tahiti beans are held with more 
firmness on the Pacific, and on spot 60c. 
is maintained for the general run. 
There are some varieties of Tahiti beans 
which bring $1. We have received the 
following by mail from a correspond- 
ent in Marseilles:— 

Our market for Bourbon vanilla beans is 
very favorable for the intending buyers. The 
stock in France is rather important and not- 
withstanding the cyclone which passed over 
the producing islands, our prices have not 
risen. The next crop, however, will contain 
beans of inferior quality and we believe the 


best grades in stock here must increase in 
value before the end of the year. Our prices 
are as follows:—first quality, 16@18 centi- 


metres long, 35@36 frs., 15@17 centimetres, 33 


frs.; 12@15 centimetres, 28 frs.; second qual- 
ity, all lengths, 20 frs.; third quality, all 
lengths, 14@16 frs. per kilo. These prices are 


for packed goods, duty paid, discount 3 yer 
cent. For export to America, the duty of 
2.08 frs. per kilo would be deducted, 


HBerrics. 

Under an average demand, cubeb 
berries retain a steady position at 8c. 
for natural and 9c. for stemless. Juni- 
per berries are offered on the basis of 
2@2'ec., as to quantity and holder. 
Definite news as to the prospects for 
the new crop, which is now being gath- 
ered, is still lacking, but it is believed 
the yield will be of fair average vol- 
ume. Other listed items are without 
particular interest, but 
tions are still in effect. 


Essential Olls. 


Peppermint oil has attracted the 
principal attention, this week among the 
essential oils, and while the spot situa- 
tion has strengthened following the in- 
creased demands upon an almost bare 
market, it is somewhat irregular in the 
wide range of quotations, which are 
more or less nominal. The general 
range extends from $3.75@4 for bulk oil, 
$4@4.25 for bottled, although limited 
supplies of both might be had below 
the inside quotations. We learn of a 
sale of 1,000 pounds at $3.60 early in the 
week, but this could not be duplicated 
at this time. One of the leading distil- 
lers of oil in this state, who has been 
visiting the local trade, describes the 
situation here as fictitious and declared 
that he never knew a time in the last 
30 years when the market here was so 
depleted of spot stocks. This condition 
had produced what he described as fam- 
ine prices and a reaction he believed 
was bound to follow on a realization of 
the extent of the present crop. The dis- 
tilling in this state and the West is now 
well in hand and our authority de- 
clares that the early forecasts of light 
production are being discounted by the 
actual state of affairs, and the entire 
American output he estimated at more 
than 200,000 pounds, which will be 
ample for the needs. This will come 
forward during the next two or three 
months. The frost which has been re- 
ported to have caused damage to the 
crop in the West was declared to be a 
favorable rather than an injurious fac- 
tor, as it tended to make the plants 
more prolific. We have received the fol- 
lowing telegram from a correspondent 
in Michigan, dated Sept, 2:— 

Peppermint advancing in producing districts, 
over half entire crop already sold. Little is 
being offered, many fields yielding below 8 
lbs. per acre, with some below 4 lbs, Some 
sales have been made at $4. 

Anise has advanced to $1.20 following 
sales at $1.15 and $1.17. Cassia is 
quoted from the East at 7lc. laid down 
here, and spot values are higher at 72%4 
@7ie. The inside price is available for 
small lots. 

Camphor oil is well sustained at the 
basis of 10@llc. Goods to arrive are 
quoted at 914c. Clove oil continues to 
be the object of some manipulation and 
the low state of the oil is not seeming- 
ly justified by the firmness of the spice. 
Some selling pressure is manifested, 
and cans are offered at $1 and bottles 
at $1.05. 

Stocks of lemongrass are still light 
and with the larger fields of consump- 
tion, values are firm at $3@3.25. 

Natural sassafras is the object of 
active inquiry and some good sales 
have been made. The range extends 
from 50@60c., as to brand, quantity 
and seller. 

Natural wintergreen is in steady sea- 
sonabie request at $1.90@2.25, 

Strong advices are being received 
from Messina on lemon oil, a late cable- 
gram putting the cost to lay down at 
54c. Some goods are still available at 
55e. and quotations range to 65c. The 
other Messina essences, bergamot and 
sweet orange, are the subject of un- 
favorable reports from primary cources, 
and values are regarded with some un- 
certainty. We have the following from 
our correspondent:— 

Messina, August 15, 1904. 

The strength of oil of lemon is unquestioned 
now, as it lies entirely in the lightness of the 
spot stocks as well as in the influence of the 
estimated shorter production this season. But, 
under the continued lack of important de- 
mands, the effect of the situation is not fully 
manifest yet. The prospects are, however, that 
the present prices will be maintained, and 
should the demand increase, as it will un- 
doubtedly be when the consuming season sets 
in, a further advance would not prove sur- 
prising at all. 

The market for oil of sweet orange has fur- 
ther shown a decided weakness during the last 
two weeks, and prices no doubt will suffer a 
further decline, as soon as the movement in the 
way of new. crop receipts will commence, .Ad- 
vices from the producing districts note that 
in about three or four weeks the new oil will 
find. its way to our market, 

Oil of bergamot has been decidedly dull and 
unsettled throughout the week, but prices re- 


recent quota- 
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main unchanged under the influence of ficti- 
tious and speculative operations, the future of 
the article is consequently wholly dependent 
on the result of the coming crop, when specu- 
lation, which has pushed during the last few 
months the price up to the most exaggerated 
level, becomes exhausted. Owing to the pre- 
vailing unsettled market, buyers here still re- 
tain their marked conservatism and are holding 
aloof, in spite of the ascertained shortage of 
the crop. The prices quoted on August 2 are 
still fully maintained for each kind of oil. 


These are as follows:—Spot delivery, old crop 
—Lemon, 2s. 2d.; sweet orange, 6s. 9d.; berga- 
mot, 88 per cent., 9s. Future delivery, new 
crop, lemon, 2s. 2d.; sweet orange, 5s. 64d.; 
bergamot, 38 per cent., 7s. 6d. per Ib., c. i. 


f., no foreign commission included. 
Flowers. 


There has been little of new interest 
in this department this week, but val- 
ues in general are well maintained, es- 
pecially for those articles which have 
been affected by the unfavorable 
weather conditions abroad. One of 
these, arnica flowers, is selling in an 
active way at 914@10c. 

Calendula flowers are obtainable at 
25c. for old, but new flowers are held 
considerably in advance, owing to a 
much higher market abroad. Our 
Leipzig correspondent reports that the 
new crop goods are of a particularly 
handsome quality, the fiery flowers 
being held at 26c. The same authority 
states that Roman chamomile flowers 
are scarce and prices have advanced 
considerably, 16c. being asked for prime 
flowers. The Belgian crop of chamo- 
mile flowers has been estimated at one- 
third of the normal. New crop of Ger- 
man chamomile flowers are quoted at 
11%@l5c., and old flowers are obtain- 
able at 9@9'%4c. 

There is no change in the position of 
American saffron flowers, quotations 
remaining nominally at $1.25 for bales 


and $1.35 for broken lots. The goods 
are in very slight demand. 
Gums. 
The medium ana lower grades of 


Aleppo tragacanth continue to advance 
ubroad, under the influences we have 
noted in recent reports, and buying in 
these quarters is restricted by the high 
level. Spot quotations as yet show no 
change, but an advance will probably 
follow a more active demand, closing 
out some of the weak holdings. Ara- 
bic sorts retain a full measure of the 
strength, imparted by disturbing condi- 
tions in the producing districts, but 
goods are still obtainable within the 
range of 54%@8c. 

The tendency of chicle is downward, 
under the influence of good crop pros- 
pects, following the incentive to in- 
creased gathering by the good values 
to last season’s yield. It is estimated 
that there are left in Mexico of the old 
crop about 150,000 Ibs., but heavy 
stocks are still held in this market. In 
lots of 10,000 Ibs. 38c. can be done on 
spot, smaller quantities being held up 
to 42c. 

More than 4,000 boxes of Curacao 
aloes have been received from this sea- 
son’s yield, and all have been distri- 
buted. This amount represents an 
average crop, and there are not more 
than 400 boxes left in first hands to 
come forward. A ready market is as- 
sured for these under the present con- 
ditions. Second hands quote 3%@4c. in 
boxes and 6%@7c. in gourds. Refined 
camphor is steady at the old basis of 
62c. in bbls. and 62%c. in cases. There 
is a fair amount of new business, but 
the chief movement is on contracts. 


Herbs and Leaves. 


There have been no further particu- 
lars regarding the items which have 
been affected by the damaging condi- 
tions of weather on the continent of 
Europe, and the local market for these 
remains as usual. Marjoram, the only 
item as yet to respond to this influence, 

.is firmly heid at 19@20c. for German 
and 9@llc. for French. 

Firm reports continue to emanate 
from the Pacific Coast concerning 
damiana, grindelia vobusta and yerba 
santa, definite offers of which are still 
lacking. The spot situation remains 
without quotable change for these arti- 
cles. 

Belladona leaves are quoted higher 
from Germany, and spot supplies are 
held with firmer indications at 19@l11c. 

Long buchu is quiet, but shortage 
of local stocks maintains the market 
steadily to the basis of 55@60c. Short 


buchu are. in the usual jobbing move- 
ment at 16@18c. 
Roots. 


The small offerings at $1.40 last week 
were withdrawn during the week, but 
on Saturday it was stated that a quan- 
tity not specified could still be had at 
$1.40. It is predicted that the $1.75 
mark will be reached in the near fu- 
ture, if the conditions in the country do 
not offer some hope for relief. 

There are still limited lots of West- 
ern senega available at 70c., but there 
are now more holders at 72%c. A lot 
of 300 pounds of select Minnesota root 
sold recently for 7ic. The Winnipeg 
Commercial states that supplies are 
coming forward better, but quotations 
are 2c. firmer, local dealers paying 60@ 
62c. for good, dry root. 

Atropa belladona is higher at 11@13c., 
owing to the damage to the new crop 
by the drought in Germany. Our Leip- 
zig correspondent writes that old root 
is steadily diminishing, and the new 
root is not due until fall. German dan- 
delion is another root under the same 
influence, but there are still sellers at 
8c., or possibly fractionally less. 

Rio ipecac is available at $1.15, upon 
the increasing favor of the Cartagena 
variety, which is quoted at $1.10. It is 
predicted that the two grades will soon 
be on a parity, only a matter of senti- 
ment, it is said, being the reason for 
any preference for the Rio. 


Comparatively little new jalap is 
coming forward, but some small root 
has lately been received, which is of- 


fered at llc. 
13c. 
Mandrake is firmly maintained, in the 
absence of offerings, at 6%@8c., but 
there is little activity in the item. 
It is doubtful if any supplies of high 
dried rhubarb can now be obtained, be- 
low 20c., the goods offered at 18c. last 
week being no longer in evidence. 


Seeds. 


The market for corrander continues 
to advance, under the conditions we 
have noted in recent reports, namely, 
the shortage of the Morocco crop, of 
which no offers are made. Present quo- 
tations are 64@64c. for natural and 
6%@7c. for bleached. 

Fenugreek is subject to similar con- 
ditions, but the spot market remains 
below the parity of the primary mar- 
kets. Goods are offered for shipment 
at 2%c., at which price goods may be 
had here. 

Canary is another seed that does not 
respond to the strength of the foreign 
markets. The cost to lay down for 
Smyrna is placed at 7l4c., but 64%@6\%c. 
is the current selling basis on spot. 

More inquiry is displayed for 
grades of mustard seed, the yellow for 
pickling and the brown for manufac- 
turing. Values are steadily main- 
tained, following the shortage of 
stocks here and on the coast, and Cali- 
fornia brown has advanced to 5%@6c. 

Caraway is dull and quotations are 
not so firmly sustained, 4%c. now being 
possible. 


Bolder root is held up to 


all 


Shellac. 


The demand shows signs of improve- 
ment, but the volume of business is not 
sufficient to occasion general satsifac- 
tion. The London and Calcutta mar- 
kets are reported to be weaker. A 
cablegram to a leading importer from 
London last week quoted December T. 
N. at 204s., and one to the same house 
this week named 195s. for the same po- 
sition. The weakness is attributed to 
the heavy shipments from Calcutta 
during July, the amount being stated 
as 23,900 cwt., against 16,000 cwt. last 
August. More liberal offerings are be- 
ing made for distant shipment from 
Calcutta at lower prices. Free T. N. 
still offered at 48c. in bags and 49c. in 
cases. D.C. has been advanced to 98c. 
owing to scarcity. Bleached shellac is 
the object of keen competition, and 
commercial is now offered at 48c., and 
bone dried at 54c. 


Spices. 


The improved demand for consum- 
ing needs is still manifested, and the 
volume of each week’s trading shows a 
gain over that of the previous week. 
Nearly all sections of the country 
represented in the call for goods. Pep- 
per is still the most interesting item, 
not only in the activity in spot but in 
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FLAVORING G6 PERFUMIRY MATERIALS 





The 





“THE STANDAL 





Dodge G Olcott - New York 
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Brand 


~D OF QUALITY” 





CRUDE DRUGS 





Jaborandi Sabadilla Seed 
Manna, all grades Saffron 
Kola Nuts Senna, all kinds 
Lavender Squills Root 
Flowers Uva Ursi 
Licorice Valerian 
Musk Root Venice 
Turpentine 
Myrrh Balsam Tolu 
Nux Vomica Calendula 
Orris Root Flowers 
Rhubarb Peace wat Benzoin 
J. ie Hopkins & Co., OC lnw YORK.” 
Roure-Bertrand Fils, °"*iixce.™” 


SOLID FLOWER ESSENCES, 
5 LIQUID FLOWER ESSENCES, 


Christoff’s “CX C” Otto of Rose 


Perfumery, Soap Makers and Flavoring Materials 
AMERICAN BRANCH, 18 Cedar St., New York 
EDWIN H. BURR, Manager, 


The Justin Dupont Artificial Perfumes and Chemical Products 


Haensel’s Terpeneless Oils 


ESSENTIAL OIL 


LEMON, ORANCE, CARAWAY, BERCAMOT, LAVENDER, CELERY, Eto 
We oarry stock of 57 Terpeneless Oils. GET OUR PRICE LIST. 


AUGUST GIESE é SON, Sole Agents for the United States, 4 Cedar Street, NEW YORK 


F. VARALDI | Erance: 


FRANCE. 
Pomades, Essential Oils, Etc. 


——REPRESENTED BY—— 
D. W. HUTCHINSON, 5 Cedar St., New York. 


GLYCOSINE, ANTIPYRINE, 
HYDROQUINONE, 
FORMALDEHYDE, 


WI NTERGREEN, (Synthetic) 


SEND FOR PAMPHLET 


R e gy oO RCI N Lightest and whitest brand made. 


Send for Sample. 


We manufacture chemical specialities of highest order only, 
and solicit correspondence 


Speolal contract quotations, with broad guarantee, given upon reqest. 
Write to-day for Pamphlet, Quotations, etc., to 


FRIES BROS. === 


82 Reade Street, NEW YORK 


MAGNUS & LAUER 


DEALERS IN 


ESSENTIAL OILS, DRUGS, 
CHEMICALS & VANILLA BEANS 
92 Pearl Street, NEW YORK, N. Y. 


Sole American Agents for E. SACHSSE & CO-., Loipsis. Germany 
COMPAGNIE MORANA, Zurich, Switzerland, G.E. PEIRCE, Messina, Italy 
We call particular attention to our EXCELSIOR SPIRITS—a pertec 
substitute for GRAIN ALCOHOL for every purpose except internal use. 
Send for sample and quotation and save over $50 a barrel. 

OIL SASSAFRAS, Artificial 


Specialties: OIL PEPPERMINT, Wayne CO.. **Mohawk"™ Brand 
VANILLIN, COUMARIN, THYMOL, EUCALYPTOL 


Application invited for our monthly price list. 
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and Distiller 





(660 times sweeter 
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RHODINOL Il, (Synthetic Oil of Rose) 
SALICYLATE OF SODA, 


SYNTHETICAL PERFUMES, 











NORTH SOUTH # EAST # WEST «4 


OIL PAINT AND DRUG REPORTER 


HIRy. 


a GOES THE 


ESTABLISHED 


pwtoun 


veer (FRANCE CE) 
Qual 








38 OIL PAINT AND DRUG REPORTER ; 
M A R x & RR A W O a L E show very few alterations. Quinine is dearer 


quiet and rather lower for futures. Gum 
tragacanth is not quite so active, but ac 
100 William St., New York 
rE aa 
F. E. ATTEAUX & C.O, BOSTON. 


are somewhat dearer. American H. 
Sole Selling Agents for TREMLEY BRAND 


SULPHIDE SODIUM 


declined to 55s. per cwt. 
Quinine.—In the early part of the week 
LAN OLIN. Et rae 
(“‘Liebreich’’ ) and 
ADEPS LANAE = 32,9, | en 


manufacturers reduced their official price 
is made only by the 


4d., bringing it to 11%d. This came as a 
VEREINICTE CHEMISCHE WERKE AKTIENCESELLSCHAFT 


surprise, after the market had shown more 
vormals BENNO JAFFE & DARMSTAEDTER 


firmness at the end of last week. Howard's 
quotation is now 1s. 1%d. for 100 oz. tins, 

CHARLOTTENBURC-BERLIN TRADE MARK 
Insist upon receiving the original and reliable 


and in 1-oz. vials for not less than 1,000 ozs. 
product. Look for the Trade-Mark and re- 


ls. 24d. At the close, however, there are 
fuse all cheaper and impure substitutes. 


buyers for second-hand spat lots of Ba 8, 
VICTOR KOECAHL 8CO. 
SOLE AGENTS NEW YORK carrrino” 


of business had been done thereat. September 
H. A. ME I Z & eg é * 


wttmesnaTaieus” 
122 Hudson Street, NEW YORK, N. Y. 
Paratol Red Paratol Yellow 

















the position of fhe primary markets, 
from which little or no offerings are 
made. Sales of 25 tons of black Singa- 
pore pepper were made on spot at 12c. 
Nutmegs have responded more to the 
position of the primary markets, and 
are in upward tendency. The present 
basis is 21@22c. The crop of African 
ginger is reported to have been pretty 
well disposed of by sales on spot and to 
arrive, and 6c. is held on spot. 

A good demand is reported for cloves, 
and in the continued absence of news of 
the new crop, quotations are steadily 
maintained at 15%@l6c. for Zanzibar 
and 16@16\4c. for Amboyna. Statistics 
of exports from Singapore and Penang 
during the last half of August place 
the shipments of black pepper at 525 
tons to this country and 150 tons to the 
Continent. During this period only 12 
tons of nutmegs were shipped, and 
these came to this country. The total 
exports in tons of black pepper from 
January 1 to September 1 have been as 
follows :— 
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Stanley Jordan, of this city, returned 
home last Wednesday from a three 
months’ trip through Europe, accom- 
panied by Mrs. Jordan, whom he mar- 
ried while abroad. 






















1004. 1903. 1902. 
United States.......... 2.515 3,900 3,080 
oe Pere 2,020 1,475 1,980 
Continent .cccccescscces 8.430 2,745 3,720 


SOM cocvcescesesege 7,065 8,120 8,790 


Uses of Rosin and Rosin Oil. 


(Continued from page 22.) 

oil may, for example, be saponified with 
soda and caustic ammonia, producing 
an oil capable of emulsion, and, ac- 
cording to a recent patent taken out 
by Boleg, crude resin oil combined with 
mineral or tar oil may be made into 
a preparation soluble in water, first 
by saponification and, subsequently by 
treatment with compressed air. In the 
varnish industry rosin is in many cases 
the cheapening factor. 

Of a certainty there are countries, 
like Russia and Roumania, for example, 
where the tariff on rosin is so high, 
added to the great cost of transporta- 
tion, that what was good business else- 
where might have no practical value 
with them. Here, of course, resin would 
not be used so extensively as an adul- 
terant. Wherever, however, it is a 
question of cutting the price to the 
lowest possible figure rosin will always 
play an important part. Again, there 
are paints that must be made with 
rosin in order to fulfill the require- 
ments demanded of them, 

Among this kind of covering material 
we find in the front row such composi- 
tions as appear under the titles, roof- 
paint, carbolineum, ferroxy de varnishes 








(Special Cablegram to the Reporter.) 
London Closing Prices, 


Quinine neglected, spot 10%d. Shellac, 208s. 
per cwt. Ergot and gamboge are higher. 
Ipecac, cubebs and menthol are lower. 








(Special Correspondence to the Reporter.) 
London Drug Market. 
London, Aug. 27, 1904. 


The gradual improvement of business on the 
Mincing Lane Drug Markets reported during 
the last few weeks has been partly lost, ex- 
porters as well as home traders complaining of 
scarcity of orders. Quinine is steady, but 
rather quict at the close. Shellac is firm on the 
spot and lower for future deliveries. Ergot 
of rye has advanced. Coriander seed is higher. 
Buchu leaves are in better demand. Camphor 
is quiet. Cascara sagrada is lower. Gum 
arabic is dull. Gum tragacanth is dearer, 
Ipecac is steady. Menthol is slow. Vanilla 
beans are higher on the whole, and pepperment 
oil H. G. H. American has advanced. 

QUININE.—A much firmer tone has charac- 
terized this market during part of the current 
week, and about 50,000 ozs. of second hand lots 
of B. & S. and Brunswick were placed, chiefly 
for speculative account, at rising prices, spot 
at 10%d. up to 10%d., and then a little at 11d.; 
September delivery at 10%d., and December de- 
livery at 11%d. Manufacturers’ prices remain 
at 114d. There is nothing much to add at the 
close, except that October delivery has been 
sold at lld., and that December delivery is 
held for 11%d, 

Buchu leaves have been moving off in small 
lots this week at 7d. for short greenish, ard 














































cascara sagrada is quoted lower on the spot at 
Paratol Rose Paratol Orange 45s. per cwt. for this year’s bark and at 50s.| and others, on daily sale. They are, 
for done Vear-old crop. Canary peed is quoted | in the main, solutions of rosin in ben- 
a . per 8. or 0 urkey an 9 
Paratol Rose 3 B Paratol Salmon suattee S, he spot. Coriander seed bas ripen zol or other more or less purified tar 
from 22s, 6d. to 24s. per cwt. for Magador. | oils that, with a view to increasing the 
Cannabis indica is still held f 4s. 3d., at z 
Paratol Chrome Yellow Paratol Maroon which price small sales are nate of tops, | elasticity and pliability of the coat, 
nee >. oe eee Se have received an additional percentage 
A series of new patented colors for the production of bright and permanent lakes, without quite recently. Ergot of rye is rising fast and | Of resin oil. 
he necessity of diezotization. stocks being now very short, owing to non- Rosin varnishes which have _ been 
BRANCHES: reports, as much as 158, 94. has been paid for | 8TOund with colors provide pleasing 
BOSTON, MASS. CHARLOTTE, N. C. SAN FRANCISCO, CAL. | Spanish, with 15s. 10d. now asked. Russian | and rapid-drying paints, and yet they 
PHILADELPHIA, PA ATLANTA, CA MONTREAL, CANADA, | how asked, and there is every indication of a | Tetain their brilliant ~~ appearance 
. s . B 
. " P T ONTO, CANADA further rise for both descriptions. Aleppo galls | scarcely more than from 1% to 2 years, 
PROVIDENCE, R.1. CHICAGO, iLL. OR 5 e are quiet, but late rates are maintained, and to do this they must be protected 
Golden seal root has risen to 6s., but there 







from the influences of the weather. 
When three years ago the prices of lin- 
seed oil soared, and as a consequence 
all grades of varnishes made with them 
rose in proportion, all sorts of artifi- 
cial varnishes came upon the market; 
naturally enough in most cases they 
depended upon rosin and its distillates 
in combination with petroleum, ben- 
zene, benzol, light mineral oil, pinoline, 
some linseed oil, wood oil and dam- 
mar solutions, glue and some dryer. 
Another substitute for varnish was 
obtained by dissolving rosin-soda-soap 
in caustic ammonia. These substi- 
tutes have, up to the present, failed to 
demonstrate their utility to any alarm- 
ing extent. In consequence also of the 
rise in price in shellac a competitive 
substitute was placed upon the market, 
the composition of which, according to 
the author, proved to be acaroid resin, 
comon resin and a_ saponifying wax. 
Similar preparations contain, besides 
the main ingredients of the above, also 
an addition of Manila copal. For cer- 
tain purposes these preparations may 
be satisfactorily used as substitutes for 
shellac. 

To render rosin and resin oil more 
easily available these undergo a spe- 
cial treatment. The resin is hardened 
with from 2 per cent. to 4 per cent. of 
powdered quicklime, or with 10 per cent. 
each of marble lime and manganous 
chloride, resulting in raising the tem- 
perature of the melting point, that is, 
a fraction of the resinous acids in the 
rosin becomes neutralized, and the dura- 
bility of the coats of resin paints or 
varnishes becomes increased, though 
only slightly. 

Many are of the opinion that this 
process of previously “hardening” the 
resin offers great advantages, whereas 
it has been satisfactorily demonstrated 
that the resin, whether hardened in ad- 
vance or not, when applied in thin 
layers and subjected to the action of 
the air and dampness, combines and 
forms resinous acids and slowly disin- 
tegrates, in which action the mineral 
colors assuredly assists. The light 
resin oil is heated for several hours 
with litharge or metallic resinates for 
the purpose of increasing its tendency 
to dry quickly. The manufacture of 
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is practically nothing available on the spot. 
At the auctions on Thursday, the 25th inst., 
656 packages of gum arabic were offered, as 
against 271 packages at the previous sales. 
There was a dull tone prevailing, and practi- 
cally only those lots found buyers which were 
put up to be sold without reserve, which 
amounted to 148 packages. Of Australian, 7 
bags were offered and sold at 14s. per cwt. for 
dull red, part blocky, and at 5s. for block. 
Of Soudan, 141 packages, out of 458 offered, 
were to be sold without reserve, bringing 18s. 
6d.@19s. per cwt for small, hard, dusty sorts, 
half hard at 20s. 6d.@22s., and brown softish 
at 24s. 6d. Gum olibanum is quiet, and of 
708 cans offered at auction on Thursday, 26 
cases of siftings were disposed of privately 
and the remainder was bought in at 35s.@650s. 
per cwt., for drop at 18s.@28s., for garblings, 
yellow pea size, at 30s., and siftings at 15s.@ 
18s., with dust at 10s. Gum tragacanth has 
met a very good demand this week and prices 
for everything below £11 per cwt. have risen 
10s.@15s. per cwt., as compared with those 
mentioned at the last occasion. 

Ipecac has been in good demand since the 
last drug auction, partly for export and partly 
for home trade ,and the 30 bales of Rio dis- 
posed of obtained chiefly 4s. 5d. Cartagena 
remains at 4s 4d.@4s. 6d., according to holder. 

Menthol crystals are quiet on the spot at 11s. 
83d.@l11s. 6d. for Kobayashi. Of Yazawa there 
is nothing offered at present, and Suzuki is 
nominally 11s.. Of nux vomica several sales 
have been made since the last drug auctions, 
including fair Madras at 7s. 9d. per cwt. and 
dull Bengal at 7s. 

Essential oils are generally dull. Star anise 
spot at 5s. Citronella spot at 15%¢d. in tins 
and at 1s. in drums. Cassia remains as pre- 
viously reported. Lemongrass, spot, is quoted 
S12@0d. per oz. and peppermint, spot, H. G. H. 
American, is unchanged at 15s. 3d. Japan de- 
mentholized Kobayashi, spot, at 5s. 144d.@5s. 
3d., and Suzuki at 5s. Senega root is vari- 
ously quoted on the spot at 3s. 1d.@8s. 2d. per 
lb. Vanilla beans were offered at auction on 
Wednesday, 24th inst., to a very small ex- 
tent, there being only 188 packages offered, 
as against 482 tins at the previous sale. The 
demand was good and 177 were sold at good 
values for fair to good and at higher prices 
for common rough. Ceylon, fair to good, 6@ 
8 inches, at 6s.; 6@7% inches, at 5s. 9d.; 54@ 
7 inches at 5s., and 444@6 inches at 4s. 6d.; 
various at Is. 9d. and mouldy at 3s. &. 
Seychelles, fair to good, 7@8 inches, at 12s.; 
614@7 inches at 6@7s.; 6@6% inches at 6s. 9d.; 
34%@6% inches at 4s. 6d.@6s. 6d.; common and 
foxy at 2s. 6d.@6s. 6d., according to length and 
quality; various at 3s. 9d.@5s., and ditto 
mouldy at 2s.@3s. 9d. Wax, Japan, is sell- 
ing in good white squares at 55s. per cwt. 

Shellac.—A quiet but steady trade pre- 
vails on spot, T N. fair to good having been 
sold at 207s.@212s. per cwt. Futures, which 
were dearer at the beginning of this week, 
are dull and weak at the close down to 201s. 
per cwt. for December delivery. Garnet A. C. 
is slow at 190s. for cakes and G. A. L. at 
170s. and buttons rule quiet at 200s.@210s. for 
good. 


























































(Special Correspondence to the Reporter.) 
London Drug Market. 
London, Aug. 20, 1904. 


On the Mincing Lane Markets private busi- 
ness has not been quite up to expectations 
this week, as the trade demand has not fur- 
ther improved as expected, Prices, however, 
































resinates containing resin acids for use 
as siccative powders has, of late, re- 
ceived considerable impetus, more par- 
ticularly since the employment of such 
powders is very simple, and the results 
are known to be good. 

In combination with a benzol solu- 
tion of caoutchouc these resin varnishes 
are often employed for insulation. 
Again, in order to lend greater plia- 
bility and gloss to asphalt varnishes 
made from inferior grades of brittle 
coal tar pitch, considerable quantities 
of resin and resin oil are added. Cheap 
printers’ colors and black inks are 
formed by a combination of resin oil, 
with resin, thickened linseed oil and 
soap. Many of the canceling inks for 
postoffices are also made in this man- 
ner. Among the cheap varnishes made 
of resin, with additions of linseed oil 
varnish copal oil, spirit and American 
or Russian oil of turpentine often also 
with the addition of fossil gums, we 
find floor paints, hard wood wax, 
spirit varnish, varnishes for the cover- 
ing of interiors, coffin, basket and cask 
varnish, bronze tinctures, brunoleine in 
mixtures with light colors to be used 
as washable enamel colors for walls, 
furniture, etc., yes, even as fluid dryers 
and leather dressings. To expose in 
detail the method of preparing each 
and every one of the products com- 
pounded with rosin, mentioned in this 
article, would require altogether too 
much space, and uselessly, more par- 
ticularly since there are hand books 
which treat fully the technical opera- 
tion of each separate branch, and they 
appear almost, one might say, without 
number. 

Of it all there is only one really im- 
portant question that needs an answer. 
What will happen when the present 
sources of these resins are exhausted, 
or when, as it already is in some coun- 
tries, it becomes necessary for every 
government to put a stop to the whole- 
sale destruction of the resin-bearing 
trees. True, the danger is not likely to 
become immediately acute yet if some 
cheap, rational, synthetical process of 
producing this resin could be discov- 
ered the threatening danger might be 
put off for centuries. At all events, 
it is not advisable to wait until the 
price advances to such a point that the 
many sided application of this very 
useful article shall become an utter im- 
possibility.—Chemische Revue. 
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Take notice that pursuant to the decree of 
the Chancellor, made in a cause in Chancery of 
New Jersey, in which Timothy F. Donovan is 
complainant, and the Greater New York Home 
Oil Company is defendant, on the 23d day of 
July, 1904, I shall on Tuesday, the 20th day of 
September, in the year 1904, at my office, 
No. 614 Prudential Building, in the city of 
Newark, and State of New Jersey, at two 
o'clock in the afternoon, expose for sale and 
sell at public auction to the highest bidder, all 
the right, title and interest of the said Greater 
New York Home Oil Company, and of myself 
as receiver thereof, in and to all the land 
and real estate hereinafter mentioned, that is 
to say: 

First Parcel—The placer mining claims 1m 
certain lands in Monterey county, in the State 
of California, described as follows: The ‘‘Janu- 
ary Oil Claim,’ being the S. W._% of section 
25, Tp. 22, S. R. 12, E. M. D, M., notice of 
location thereof recorded in vol. ‘‘H’’ Miscel- 
laneous, page 26, Monterey County Records. 
Also, the ‘‘February Oil Claim,’’ being the 
N. . %& of section 25, notice of location 
thereof recorded in vol. ‘‘H’’ Miscellaneous, 
page 26. Also, the ‘March Oil Claim,"’ being 
the W. % of the E. % of said section 25, no- 
tice of location recorded in vol. ‘‘H’’ Miscel- 
laneous, page 23. Also, the ‘‘April Oil Claim, 
being the S. E. % of section 24, Tp. 22, S. R. 
12, E. M. D. M., notice of location thereof re- 
corded in vol. ‘‘H’’ Miscellaneous, page " 
Also the ‘‘May Oil Claim,’’ being lots Nos. 1 
and 2 in section 19, Tp. 22, S. R. 13, E. M. 
D. M., and lots 3 and 4 west of said section 
19, notice of location is recorded in vol. ‘‘H"’ 
Miscellaneous, page 24. The ‘October Oil 
Claim,” being the S. % of the S. W. % of 
section 24, Tp. 22, S. R. 12, E. M. D. M., no- 
tice of location recorded in vol. ‘‘H’’ Miscel- 
laneous, page 22. Also, the “‘June Oil Claim,’ 
being lots J. 2, 9 and 10 in section 18, Tp. 22, 
S. R. 13, B. M. D. M., notice of location re- 
corded in vol. ‘“‘H’’ Miscetlaneous, page s 
Also, the ‘‘July Oil Claim,’’ being lots Nos. 
3, 4, 7 and 8 in said section 18, notice of loca- 
tion recorded in vol. ‘‘H’’ Miscellaneous, page 
23. Also, the ‘‘August Oil Claim,’’ being lots 
Nos. 13, 14, 17 and 18 of said section 18, notice 
of location recorded in vol. ‘‘H'’ Miscellaneous, 
page 25. Also, the ‘September Oil Claim,’ 
being lots Nos. 11, 12, 19 and 20 of said sec- 
tion 18, location notice recorded in vol. ‘‘H 
Miscellaneous, page 25. Also, the ‘‘November 
Oil Claim,’’ being lot No. 8, west of section 
30. Tp. 22, S. R. 13, BE. M. D. M., notice of 
location recorded in vol. ‘‘H’’ Miscellaneous, 
page 25. Also, the following described placer 
mining lands located or situated in township 
22 south, range 12 and 13, east of Mt. Diablo 
Meridian, in the county of Monterey, and 
State of California, described as follows: The 
S. E. % section 24, known as the Washing- 
ton Placer Mining Claim, location certificate 
recorded in vol. F of Miscellaneous, at page 
119. The W. % of the EB. % of section 25, 
known as the Tennessee Placer Mining Claim, 
location certificate recorded in vol. F of Mis- 
cellaneous, at page 118. The 8S. W. % of sec- 
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tion 25, known as the Georgia Placer Mining 
Claim, the location certificate of which is re- 
corded in vol. F of Miscellaneous, at page 111. 
The N. W. of section 25, known as the Ala- 
bama Placer Mining Claim, tne location certifi- 
cate of which is recorded in vol. F of Miscel- 
laneous, at page 112; all in township 22 south, 
range 12, east of the Mt. Diablo Meridian. 
Also, lots 3 and 4, west of section 19, and 
lots 1 and 2 in section 19, known as the Utah 
Placer Mining Claim, location certificate re- 
corded in vol. F of Miscellaneous, at page 
206, situated in township 22 south, range 13, 
east of the Mt. Diablo Meridian. All descrip- 
tions of lands are made in accordance with 
the government survey thereof. 

Second Parcel—The following property near 
Beaumont, in the State of Texas. All that 
certain tract or parcel of 1,445 square feet 
situated in the Jno. A. Veatch survey in Jef- 
ferson county, Texas, in that part known as 
Spindle Top Heights, being a portion of Block 
No. 38 as designated on the map thereof, duly 
recorded in the map records of Jefferson 
eounty, Texas. Beginning at a point on the 
northern boundary line of safd Block No. 38, 
said point being north 45 degrees east 34 7-10 
feet from the northwest corner of said Block 
No. 38, and also north 45 degrees east 20 feet 
from the northeast corner of the aforesaid \% 
acre tract; thence north 45 degrees east 28 9-10 
feet to a stake for corner; thence south 45 
degrees east 50 feet to a stake for corner, 
thence south 45 degrees west 28 9-10 feet to a 
stake for corner; thence north 45 degrees west 
60 feet to the place of beginning, and having 
on same a six-inch oil well, completed top and 
bottom, commonly known as a ‘‘gusher.”’ 

Third Parcel—All that certain tract or parcel 
of land situated in the county of Jefferson and 
State of Texas, and particularly described as 
lots Nos. five (5) and six (6) in block No. 
twenty (20) in and of Gladys City, said lots 
being a portion of the John A. Veatch survey, 
in Jefferson county, Texas, and being located 
in the southeastern corner of said block and 
each being in dimensions 50x140 feet, as the 
game are designated on the survey of Gladys 
City, and all of the oils, natural gases and 
mineral substances or minerals of whatever na- 
ture and kind in and under the said land. 

Fourth Parcel—All that certain tract or parcel 
of land lying and being situated in the county 
of Jefferson, State of Texas, being a part of 
the John A. Veatch survey, and part of block 
No. 38 on Spindle Top Heights as designated 
on the map thereof, which map is duly re- 
corded in Jefferson county, Texas, and being 
part of the one-eighth acre of land conveyed to 
Oscar S. Cummings by the Missouri, Kansas 
and Texas Oil Company, by deed dated the 
6th day of July, 1901, and recorded in Vol. 49, 
pages 260, etc., of the deed records of said 
Jefferson county, and to which reference is 
here made for description; said lot beginning 
at the northwest corner of said % acre tract; 
thence north 45 degrees east 20 feet; thence 
south 45 degrees east 50 feet; thence south 45 
degrees west 20 feet; thence north 45 degrees 
west 50 feet to the place of beginning. Includ- 
ing the oil well now on said premises. 

Fifth Parcel—First Tract. All that certain 
tract or parcel of five acres of land out of the 
A. Darst league in Brazoria county, Texas. 
Beginning at a stake which stands north 45 
degrees west 435 6-10 feet, and north 45 degrees 
east 500 feet from the southeast corner of the 
Ann E. Gallagher tract; thence north 45 de- 
grees west 435 6-10 feet to stake; thence north 
45 degrees each 500 feet to a stake; thence 
south 45 degrees east 435 6-10 feet to a stake; 
thence south 45 degrees west 500 feet to the 
beginning, being all of lot No. 29 of the T. L. 
Smith subdivision in said league, which was 
formerly the 200 acres owned by Mrs. Perkins, 

Second Tract. All that certain tract or par- 
cel of land situated in the county of Brazoria 
and State of Texas, and known as the ‘‘Cates 
Place,’’ on Damon’s Mound, in the northwest- 
ern part of Brazoria county, and being a part 
of the 640 acre survey granted to the heirs of 
John P. Mills, abs. No. 345, patent No. 613, 
dated June 9, 1873, Vol. 40, said tract herein 
conveyed containing 40 acres of land, more or 
less, and beginning at the northeast corner of 
said J. P. Mills survey; thence southwest along 
the line between the said Mills survey and the 
A. Darst league 725 varas; thence southeast at 
right angles 311% varas for corner; thence 
northeast and parallel with the first line 725 
varas for a corner; thence northwest 311‘ 
varas to the place of beginning; being lot No. 
one of sub-division of the said J. P. Mills sur- 
vey, and being the same tract of land con- 
veyed by S. C. Cates and his wife, Lucy Jane 
Cates, to O. S. Cummings and G. B. Harris by 
deed dated April 25, 1901, and duly recorded in 
Vol. 52, page 410, of records of deeds of Bra- 
zoria county, Texas, 

Sixth Parcel—Mining and oil rights on the 
following described premises in Brazoria coun- 
ty, Texas, on which leases are held in the name 
of G. B. Harris.. 1. Chas. Brown, dated * 
acknowledged on April 16, 1901, on about 6 
acres of land situated in the town of Columbia 
and near West Columbia. 2. Cuney Diggs, 
dated ————., acknowledged before E. C. Smith, 
a notary public of Brazoria county, Texas, 
April 16, 1901, on 29 acres of land out of the 
“Stark Tract’’ in J. H. Bell league. 8. Mary 
Jeffery, dated , acknowledged before G. 
W. Gayle, notary public for Brazoria county, 
Texas, April 16, 1901, on all of block 99 in 
the town of Columbia. 4. Katie Walker, dated 
— » acknowledged before G. W. Gayle. 
notary public for Brazoria county, Texas, April 
11, 1901. 5. General Branch, dated —, 
acknowledged before E. C. Smith, notary pub- 
lic for Brazoria county, Texas, April 26, 1901, 
on 20 acres in the J. B. Bailey league. 6. Cal- 
vin Parks, dated , acknowledged before 
G. W. Gayle, notary public for Brazoria coun- 
ty, Texas, April 25, 1901, on 2% acres of land 
in the J. H. Bell league. 

Seventh Parcel—Also mining and oil rights 
in a certain lease between George H. Sweeny 
and wife and the Damon Mound Oil Company 
in lands in Brazoria County, Texas, described 
as follows: All that certain tract of land com- 
monly known as the ‘“‘Thomas J. Sweeny 
Homestead Plantation,’ containing 550 acres 
of land, more or less, situated near Chance’se 
Prairie, on west side of San Bernard River, 
in Brazoria County, Texas, and being a part 
of the league of land originally granted to 
Chas. Breen, abs. No. 46. 

Eighth Parcel—Aiso all tne right, title and 
interest of the said Greater New York Home 
Oil Company and of the said receiver in and 
to the grants, permits, and franchises for right 
of way with the privilege of laying. using, 
constructing and operating a gas and oil line 
of any dimension which may be found neces- 
sary to operate eaid business over and along 
either side of the county road from the city 
limits of the city of Beaumont to the city 
limits of Port Arthur, and also from the city 
limits of Port Arthur over and along either 
side of what is known as the county road to 
the bridge on Taylor’s Bayou, and from Gladys 
City over and along any public road over 








which the county of Jefferson aforesaid has 
supervision to the point where such public 
road may connect with the county road run- 
ning from the city of Beaumont to the city 
of Port Arthur, The sat rranchiee being 
granted for a period of fifty years from July 
twelfth, one thousand nine hundred and one. 
Also in a certain other tract, grant, permit or 
franchise made by the city of Port Arthur, 
Texas, for the purpose of supplying gas and 
oil to the city of Port Arthur or through said 
city to other points, the rights to lay, main- 
tain and construct pipes of any kind and size 
which may be found necessary for the purpose 
of conveying gas and oil from any gae and oil 
well to and through Port Arthur to be used for 
any and all purposes for which gas and oil 
can be applied or used. Which said two fran- 
chises were granted, the first by the Commis- 
sioners’ Court of Jefferson County, Texas, and 
the second by the city of Port Arthur to ‘Ed- 
ward Kennedy and A. C. Bush and were as- 
signed by them to O. S. Cumminge and B. R. 
Hicks, who assigned the same on May 26, 
1902, to the Greater New York Home Oil 
Company, to which said assignments reference 
is made. 

The said real property will be offered for 
sale first in parcels to the highest bidder for 
each parcel, and will then be offered altogether 
to the highest bidder in one parcel, and if the 
total amount offered by purchasers for the 
said property in parcele shall be less than that 
offered by a purchaser for the property in one 
lot, the said property will be struck off and 
sold to the said purchaser in one lot subject to 
confirmation by the Chancellor. If, however, 
the total amount offered for the said property 
in parcels shall not be less than the amount 
offere? by a purchaser for the property alto- 
gether, che said property will be sold in par- 
cels subject to confirmation by the Chancellor. 

You are further notified that on the 4th day 
of October, in the year 1904, at the Chancery 
Chambers in the city of Newark, and State 
of New Jersey, at ten o’clock in the forenoon, 
I shall apply to the Chancellor for an order 
confirming the sale or sales made upon the day 
of sale, or such days to which the said sale 
may have been adjourned, without further 
notice. The conditions of sale will be an- 
nounced at the time of the sale and further 
er other information will be furnished at the 
office of the said receiver upon application 
therefor. 

Dated Newark, N. J., July 26, 1904. 

CHAUNCEY G. PARKER, 

Reeeiver Greater New York Home Ol! Co. 
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INDUSTRIAL SECURITIES. 


General trade conditions have shown 
no material change, but there appears 
to be a wider variation in the reports 
from different sections and the im- 
provement which has been looked for 
has thus far failed to materialize, al- 
though it appears to be the general 
belief that increase in trade has mere- 
ly been deferred, and that an active fall 
trade will soon set in in earnest. There 
appears to be growing confidence that 
trade will improve rapidly during the 
present month, and that it will not fall 
far short of that of last year. The 
transportation companies report a grad- 
ual increase in the movement of freight. 
In the lines of trade represented by the 
Reporter a decided improvement is re- 


ported in the demand for chemicals, 
both for prompt and forward delivery, 


and the prospects of an active fall trade 
are regarded as favorable. Drugs have 


shown considerable improvement dur- 


ing the past week, the jobbing business 


having been especially good, while there 
has been a good movement in a large 
way. Dyestuffs continue very quiet, 
there being still no improvement in the 
textile industry, many mills being idle, 
end dyeworks closed. The outlook is 
nct regarded as especially favorable, al- 
though a change for the better in the 
textile industry would be reflected by 
ar. increased demand for dyestuffs. 
Paints have been in somewhat better 
request and further improvement is 
looked for. Oils have been irregular 
and somewhat disappointing, though 
the mineral oils have been in good sea- 
sonable request. The industrial situa- 
tion shows little improvement, com- 
plaints continuing quite general, though 
in a few conditions are said to have 
improved. In the textile and metal 
industries the outlook is thought to be 
somewhat better, and especially in the 
latter improvement is confidently looked 
for. Manufacturers of machinery re- 
port some improvement, and the indus- 
tries dependent upon building oper- 
ations appear more hopeful, there being 
also reported less depression in struc- 
tural material. The labor situation has 
shown no decided change, although 
there have been indications of a change 
for the better, but new complications 
have arisen when and where least ex- 
pected. The labor leaders have made 
claims of success, while the employers 
report progress in breaking strikes and 
securing sufficient help to run their 
plants, but conditions change from day 
to day, and in the principal strikes it 
cannot be said there has been much 
change, either for the better or worse. 
Rioting has been resorted to, but no se- 
rious outbreaks have taken place, the 
authorities continuing on the alert. 
Only a few new strikes have been re- 
ported, but few of the older ones 
have been settled, while the feeling 
of discontent continues. The great 
agricultural staples have ruled strong, 
though no decided upward movement 
is recorded. The variations from day 
to day have been for the most part 
due to varying crop reports, although 
some, of course, have been due to spec- 
ulative influences. Wheat opened on 
Monday at $1.10% and has varied con- 
siderably from day to day, the range 
for the week for December delivery 
being $1.10%@1.13%, with the close on 
Friday at $1.11%. Corn started the 
week at 58i%c., each day showing con- 
siderable variation, the range for the 
week for December delivery being 57% 
@58i4c., with the close on Friday at 
581%4c. Oats have ruled steady through- 
out the week at 35c. Cotton has 
shown no decided tendency in either 
direction. The range for the week for 
December delivery was 10.25@11.16c., 
with the close on Friday at 10.35c. 
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Lard has varied from day to day, but 
later developed an upward tendency, 
attributed to fresh labor complications. 
The range for the week at Chicago for 
October delivery was  6.87%@7.17\%c. 
with the close on Friday at 7.07%c. 
The market for time money has been 
easy, while the supply has been liberal 
and demand moderate. Rates at the 
close were 2@2% per cent. for 30 to 60 
days, 24%4.@3 per cent. for 90 days to four 
months, and 3%@3% per cent. for 
longer periods. Money on call on the 
Stock Exchange has ranged from %@ 
1% per cent., with the bulk of the busi- 
ness done at 1 per cent. The average 
rate was 1 per cent. The closing rate on 


Friday was 1% per cent. 
paper has been in rather light supply 
during the past week, with the de- 
moderate and rates 
Rates at the close were 3%@4 per cent. 
for 60 to 90 days’ indorsements, 4@4% 
per cent. for choice single names hav- 
ing four to six months to run, and 5@ 
for other grades. 
price for bar silver advanced early in 
the week, later declined, but then be- 
came steady, and closed steady on Fri- 
day at 57% @58%c. for commercial bars, 
for government assay 
no change from 
closing prices of last week. Mexican 
dollars closed 


mand 


5% per cent. 


and 
bars, 


at 45%c. bid 








Mercantile 


mand was fair. 
were 4.84@4.85%. The Industrials have 
held their own pretty well during the 
showing few changes of 
consequence, though Sugar declined on 
Friday under 
were no developments and very little 
in the way of news, though there was 
the usual amount of gossip. The gen- 


past week, 


asked. The market for sterling ex- 
change varied daily and closed quiet 
and easy on Friday. Rates for actual 
business at the close were 4.84%@4.84% 
for 60 days, 4.87%@4.87% for demand 
and 4.87%@4.88 for cables. 
of grain and cotton bills has been mod- 
erate and at times good, while the de- 


The supply 


Rates at the close 


light 


trading. There 





In the following table are given the closing quotations Friday night. The market review is complete to Satur- 


day’s close. 





Stock 

Name. Outstanding. 
Am. Age’! Chemical Co......... $17,215,000 
pref. 6%°...... - 18,168,000 

AM, CAR CO..cccccssses +++ 41,233,300 
pref. 7%°..... Ccccccvcccece 41,233,300 

Am. Chicle Co.....ccscees sseees 6,000,000 
Pref. 6%®......seee Cccccce 8,000,000 

Am, Cotton OI] Co...seseeeseeee 20,287,100? 





Bonds 


Qutstanding. Payable. 





Laat 
Dividend. 
Ape. 3, %4 396 
Apr. 1, '04, 2%% 
Sept. 30, '03, 2%% 


- 1% 


Oct. 1, 04, 144% 


June 1, ’04, 2% 
June 1, '04, 3% 


May 1, ’04, 2% 
Aug. 1, ’04, 4% 
Sept. 15, '00, 1%% 
July 26, '04, 1%% 
July, '04, 1%% 
July 1, °04, 24% 
July 1, '04, 14% 


Oct. 3, '04, 1%% 
Oct. 3, 04, 1%% 
May 1, '04, 3% 
Aug. 1, ’04, 2% 
Jan. 20, '04, 1%% 
Sent. 20, 03, 814% 















Corn Products Co.....csccsseses 45,215,500 = —=—_—ssavuee 
BECE, Ti csccccccccvccocss 27,380,700 wanes 
Diamond Match Co........ss.++ 15,000,000 wees 
Distilling Co. of America....... 44,046,9732 =. wae 
POE. THe vcscccesvecccvcsce 20,464,3185 5,000,000 
Dixon Crucible Co 
Fisheries Co. .ccccccccscccccccce 
DUCE, Tibveccccvcvcceccccecs 
General Chemical Co. 
Pref. 6%......eseeeee 
Glucose Sugar Refining Co 
pref. 7%* 
Harrison Bros. 
DROS. coccccccecscece eccese 
Maritime Ex. Mem........... ove ($55) 
National Lead Co.........666. 14,905,400 = cauee 
BOGE. TEP. cccccccescecccece 14,904,000 50,000 
National Wall Paper Co....... + 380,000,000 wn uee . 
POL. OM. cccccccccccccccces 8,000,000 sc anuee 
New Jersey Zinc Co......sss000% 10,000,000 10,000,000 
Penn Salt Mfg. Co.......sseee0. 8,000,000 cw euee 
Pittsburgh Plate Glass Co...... 12,342,600 = «..«++. 
DOL, cccccccccess eee 150,000 ss cauune 
Planters’ Compress Co... «+ 20,000,000 ss naauee 
Procter & Gamble Co.......... 6,000,0002 
SUGE. DP ccccccccccccvcese B,.250,000$ = =—«s a veeee 
Produce Exchange Membership.. +($250) 
Pure O!l Co....... eeccccccceses + 8,000,000 == navuee 
BP Gas ccccccscccvecs’ 2,000,000 ss nanuee 
Quicksilver Mining Co.......... 5,708,700 ss wnuuee 
POL. TH. occcccccccccsccecs 4,901,800 == cusees 
Royal Baking Powder Co....... 10,000,000 = wauuee 
DEE, Geo ccccescccccccses 10,000,000 ss naaaee 
Southern Cotton Ol] Co........+. 1,000,000 = canes 
Standard Oll Co.......6--eeees ++ 97,500,000 sc se eee 
Standard Table Oil Cloth....... 4,000,000 ...... 
BOOS, THR icc cvesccesccceccs 4,000,000 sn anaee 
Stillwell, Bierce & Smith Vaile Co. 1,013,100 800,000 
UW. B. Glass ..cccccce eeccaccoccce 8,200,000 sn auuee 
U. 8. Leather Co........e.eesees 62,882,3002 ...... 
pref. 8%°....... evecesocecs 62,282,800§ 5,280,000 
U. 8S. Playing Card Co.......... 8,000,000 nae 
U. 8. Printing Co..... cccccceso - 8,500,000 ...... 
U. 8. Reduction & Refining Co.. 5,018,8002  ...... 
POL. OM... cccccccccsccscccs 8,945,8005 38,000,000 
TJ. 8. Rubber Co........... eveee+ 23,666,0002 ...... 
DEOL. Oh. cccccccccccccccces 23,525,500§ 12,000,000 
Union Tale CO.ccccccccccccccece TSeneee —titén ecw 
Virginia-Carolina Chemical Co. 27,984,400? 
PEE, BPicccccsccccccecece 12,000,0005 7,000,000 


*Cumulative. Price of last seat sold. 


Feb. 10, '04, 1% 


Apr. 11, '04, 1%% 


Sept. 12, '04, 2%% 


Apr. 15, '03, 1% 
July 1, '04, 3% 

Jan. 10, 03, 7% 
Vee. 1, '03, 1%% 
Oct. 1, ’04, 1%4% 
Dec. 2, '01, 1% 

Dec. 2, '01, 1%% 


eee ee ee ee eneenee 


Aug. 16, '01, 1%% 


Mar. 1, '00, 1% 
Sept. 15, ’04, 1%% 


eee eee eee eeeeeee 


eee ewww en senenee 


Apr. 15, '04, 6% 
Oct. 1, 08, 14% 


Feb. 15, 04, 3% 
Apr. 16, '04, 2% 


teeter wee aeeneee 


June 30, °04, 114% 
June 15, '03, 4% 
Sept. 15, '04, 5% 





July 1, ’08, 1% 
Oct. 1. °08, 1%% 
Apr. 30, '00, 1% 
Sept. 15, '04, 14% 


June 1, '08, 1%% 
July 15, '04, 2% 


Bid. Asked. This Week. 





697% 








101% 


22 88 


141 


rey 


154% 
96% 


19% 
58 


665% 


128% 


High and 
Low, 19038. 
25% 13% 
831%, 69 
11% 2% 
51 25% 
ée 80 
46% 25% 
98% 82 
19% 5 
48% 23% 
52% 36% 
9914 80% 
126 90 
98% 80 
134% 107% 
123 115 
149% 130 
584% 40 
90% 650 
94% 


51 


95 


"1% 
a 


117% 
117% 


6 
71% 
10% 
48 
380 


17% 


86 


High and 
Low, 1904 
15 «18 
79 «72 
4% «BY 
38-81% 
34% 24Y 
93% 85 
1b 6% 
35% 22% 
65% 46 
107% 88% 
135% 110 
98 85 
134% 122% 
137 122 
140 130 
40 40 
124% 101% 
22% "9% 
744% 64% 
132 127 
58% 43 
96 94 
A% 14% 
96 79% 
115 108% 
%% % 
4% 8% 
662 621 
81% 6% 
87 15% 
19% 10% 
78% 41% 
34% 22% 
107% 95% 





The New Jersey Title Guarantee and Trust Company 


$200,000.00 


INTEREST ON DEPOSITS. 


CAPITAL. . « 
UNDIVIDED PROFITS. 


: 800,000.00 


Receives Deposits Subject to Check and Allows Interest on Daily Balances, Issues Time and Demand Certificates of Deposits Bearing Interest. 


IMPORTANT TO RENTERS OF SAFE DEPOSIT BOXES IN NEW YORK. 


“THE LEGACY AND INHERITANCE TAX LAW,” as enacted under the laws of the State of New York, 


section 9, chapter 399, of 1892, authorizes city or county officials to examine the contents of Safe Deposit Boxes at the 
death of renter, in order to determine the amount of tax to be levied on the estate. 


Boxes to Rent from $5 to $300 per Annum. 


The New Jersey Title Guarantee and Trust Company 


83 & 85 MONTGOMERY STREET, 


JERSLY CITY. 
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eral list of securities dealt in on the The fluctuations during the week (Special Correspondence to the Reporter.) to be offered at this time. The situation in 
Stock Exchange has been somewhat ir- | have been from 22%@23%, the lowest Chicago Fertilizer Market. this is similar to that in concentrated eed 
regular under rather light trading, Tuesday and the highest Friday, clos- . 1. 1904 che oe ee of code to ake oniy foutare Goat 
though late in the week buying became | ing on Friday at 23% bid veer re able $2.36 f. 0. b. Chicago - ; en 

active and prices advanced, On Friday Linseed Oil stock attracted consider- A stronger tune was noted in the market BONE MEAL.—The best market of the year 
trading was fairly active and the close | able attention early in the week on re- | ©" fertilizers. At the end of last week there | has developed and prices are firm. Demand Is 
strong. ports of the seed situation, it being re- | V@5 ® slightly easier tone, which was due to] So large that it cannot be met. Farmers are 


making an early season out of it and more of 


the accumulations of stocks by the packers . 
: eae z mae them are taking the fertilizer than ever before. 


Sugar stock showed considerable va- | ported that the concern had it all in 


aah ciara : ; : we , the ste s have been materially «e 7" : 
riation early in the week on reports | its favor, but later bidding became Saeed we need a oe oe amen eee — great demand comes from the South, - 
as to the amount of the dividend, some | light and the limit was reduced, while | ci) pere are sold out so that the packers have avatherh 7a © tmieee hegiona onic. ane 
ee ae that it would be increased, | the offers became more liberal and at | jjttle to offer. This is chiefly true of tankage from Kentucky. Country dealers are sending 
yut as these were set at rest by the lower figures. The last sale reported, The strike has largely curtailed the output in orders which have to be deferred, because 
declaration of the regular dividend, op Tuesday, was at 14%. Sid’ tie antes ‘Sieameth cuca. the couhtry: ti ~ stocks on hand ice heen depleted — 
se seeki i once . arke ’ a : : ot . . : : there is not enough being turned out at the 
those seeking to influence the market The fluctuations during the week | season has caused many of the smaller pack present to satisfy the inquiry. "This has re 


ye recourse to other rumors equally have been from 14%@15, the lowest | ers to sell anead. The higher prices for grain sulted in contracting for the output some time 
: evoid of foundation. The stock varied Tuesday and the highest Monday, | and for farm produce has encouraged the | ahead. The demand from the South is all the 
daily under trading influences, but closing on Friday at 12 bid farmer and led him to secure his supply of | nore remarkable at this time because there 


broke on Friday oug ve was , : eded fertilizer at the earliest possible mo- | has been a large cotton crop and there will 
ay, though there was Va.-Car. Chemical stock showed | ™ poe Serciimer are : he large supplies of seed meal to draw from 

















partial recovery at the close The last . > ment. Sales have been made six months Prices are ¢ : . a s 
u 3 . : 2 avori — om , h : ces & juoted 1% and 60 ground steam 
sale ou Friday was at 130%. stre ngth on favorable reports of the | ahead, and from present indications there Will | jone, $16 f.00. b Chicago; 2 and 55 steam 
The fluctuations during. the week | °2™™inss of the concern and the gener- | pe no carrying over of stocks in any large | pone, $17 f. 0, b. Chicago, and 3 and 50 ground 
have bee fr 130@ 13214 ae ally supposed prosperous conditions as- | amount. : steam bone, $17.50 f. o. b. Chicago. Unground 
Frid yo age coe M the lowest sured, the belief being that the demand Tankage.—Demand is strong and ea ae are The. below these prices. 
day anc e zhest J ay ‘los- : cE > iffe The advance ce has bee about ONCENTP ATR sah TTR 
‘it y i L ighe t fonday, clos for the products of the concern would stiffer. rhe ady me in’ pri ee one = CONCENTRATED SHEEP MANURE.—A 
ig On Friday at 130% bid. ; hee MPa tee tae 5 cents per unit. The inquiries at ] = S good demand sufficient to use up the entire 
Cotton. Of] stock ruled remarkably exceed that of last year, as indicated | coming largely from the winter wheat States, | Gutput. Greenhouses and small gardeners tak 
steady throu rho t the week bie ao by conditions throughout the South and | Southern Indiana, Ohio and Kentucky. There | jing jt. The production has been pretty well 
stead) shout re week, the varla- | west. The last sale on Friday was at | is @. generally increased demand from. the | cold ahead now, and as it is limited to about 
tions barely giving the operators an 893, 5 Carolinas and Georgia. Prices are quoted as) 9.000 tons per year sales have to be governed 
opportunity to make turns at a profit | °~/°° follows :—Highest juste ene ao ’ - according! it is quotable at $7.10 to $7.25 
‘ ‘ ie ae c ieee : The . ati ; ‘ing > reek er cent, $2.25 anc ; Broun ane 0 Tank mr te oO , *hieago 
above brokerages. There was no news rhe fluctuations during — the week a “Sa to end ~ ned ap ty f+ ton f b. Chicago. 
beyond reports as to conditions affect- have been from 31% @33, the lowest $2.20 and 10; crushed, 9 and 20. tankage, - : o> o—_—______—- 
ing the concern, and these were fayor- | Monday and the highest Wednesday, | §2:1214 and 10; crushed 8 and 20 tankage, $2.05 The taal iraneier of Ti at a 
able. The last sale on Friday was at | Clesing on Friday at 32% bid. und 10; 7 and 20 tankage, $2 and 10 al slate aga heprongcay ating Bai 
891 ‘ : _— > » wae . : j CONCENTRATED TANKAGE,.—There bas] business, one of the oldest and largest 
32%, Corn Products was traded in to @ | )¢6en little doing in this trade, chiefly owing 


The fluctuations during the week | moderate extent and was strong, at- | to the fact that there has been so little of shot manufacturing concerns in the 
have been from 32%@32%, the lowest | tributed for the most part to the | this grade offered. The strike has interfered country, to the United Lead Company, 


av : ‘ " a¢ 9 _ . , ‘ 7 oe a wte e é ge of it, an he yvackers have . e . ste. " tne ai Pre 
Monday and the highest Thursday, | strength shown in the general market. one — te ; h. _ ao has been completed. The price paid for 


closing on Friday at 32% bid. The range for the week was 18@13%, | 5» 20 £. 0. b. Chicago. the property by the United Lead Com- 
Lead stock was but little affected by | with the last sale on Friday at the DRIED BLOOD.—Business has been excel’ | pany was $1,000,000, Tatham & Bros. 





. “Ss as ‘Nanectea for oa ighes ras re 2 ‘ : arge’ lent and the demand is far in excess of the = ‘ ’ ' 
sibetisn dan sae ae ce highest. Tt was reported that a laree’ | supply. However, the chief trading of the | Teceiving in payment for their plant 
ec ‘ wy » ate . < aTe “a » i 3 » ¢0 ‘e f- 0 wn ° . - s 

solidation, few now giving much atter number ol le plants of the concern | veck” has been between dealers. Those who | $500,000 in cash and $500,000 in bonds. 
tion to these, although some of the | are now in full operation than for a | joueht the blood several weeks ago were sell 


gossips sought to make much of state. | long time. ing it out to other dealers at a profit. The out- | The financial pare ot the scheme was 
ments said to come from insiders. Trad- Am. Chicle Co. has declared the usual | *ide selling has been small. It is now quot completed on Sept. 1. Now that the 
ing was moderate. The last sale on | monthly dividend of 1 per cent. on ae At. The Scare labs practically at title deeds have passed, Tatham & Bros, 
Friday was at 23%, !common, payable September 20. a standstill because there is little of the meal! will close their Beekman street office. 





STANDARD OIL CO. 


NAPHTHA DEPARTMENT. 
Refiners of Naphtha and Gasoline. 
Standard Oil Co.’s Red Crown Brand Deodorized Stove Gasoline. 


THE QUALITY OF OUR STOVE GASOLINE IS UNEQUALLED. RELIABLE COODS THAT ALWAYS CIVE SATISFACTION IS AN IMPORTANT 
FEATURE IN THE SUCCESS AND COMFORT OF USING A 


GASOLINE STOVE. 


Old or New Process. 


Our Facilities are unsurpassed. Our aim, Prompt Attention to the wants of dealers and consumers everywhere and at all times. 
Don't fail to order RED CROWN BRAND. 





- Agencies in all the principal cities through the West and South. 


Saati eae: 


MAGNOM iT a mhek CLEVELAND STUD 
cOLOSSU Beevoervveriererfevievtev¥rfwer fer orneeTiretre7 
MAMMOTH MAYRCSE : ROCHESTER aoe? 2 PERFECTION 

: Spremeetnereneneeweteanee sree. et ret 


TW) st 


ELECTRIC 


MICA AXLE GREAS STANDARD OIL CO. 














IMPORTS ENTERED AT NEW YORK FOR CONSUMPTION 


For the Week Ending September 2, 1904 





ACID, BENZOIC—59 cks, 13,009 lbs, Kuttroff, 
Pickhardt & Co, Potsdam, Rotterdam — 
CARBOLIC—10 cks, Schoellkopf H & H Co, 
Georgic, Liverpool 
OXALIC—75 cks, J L & D S Riker, Chicago 
City, Swansea 
15 cks, Kuttroff, Pickhardt & Co, 
Waldersee, Hamburg 
PICRIC—25 cks, 10,000 Ibs, Schoellkopf H & 
H Co, Laurentian, Glasgow s 
ALBUMEN, EGG—68 cs, 15,154 Ibs, A Klip- 
stein & Co, Briez Huel, Shanghai 
22 cs, 2,200 Ibs, Fearon, Daniel & Co, Ras 
Issa, Shanghai 
10 cs, 2,254 lbs, Stein, Hirsh & Co, Prinzess 
Irene, Marseilles 
21 cs, 4,284 Ibs, Stein, Hirsh & Co, Prinzess 


Graf 


frene, Marseilles 

ALIZARINE—2 cks, 200 Ibs, Kuttroff, Pick- 
hardt & Co, Potsdam, Rotterdam 
29 kegs, 22 cks, 2 cs, Farb of Elberfeld 
Co, Vaderland, Antwerp 


AMMONIA CARB—10 cks, 5,600 Ibs, Schoell- 
kopf H & H Co, Georgic, Liverpool ‘ 
MURI—80 cks, 34,238 Ibs, C de P Field, Chi- 
cago City, Bristol 
20 cks, 13,668 Ibs, Wing & Evans, Georgic, 
Liverpool 
ANILINE COLORS—5 cks, R Holliday & Sons, 
Idaho, Hull 
8 bbls, Heller & Merz Co, Vaderland, Ant 
% cks, F Richard, Vaderland, Antwerp 
10 cks, J Campbell & Co, Potsdam, Rotter- 


dam 
141 cks, Kuttroff, Pickhardt & Co, Pots- 
dam, Rotterdam 
4 cs, Kuttroff, Pickhardt & Co, Potsdam, 
Rotterdam 
6 bbls, C Bischoff & Co, Vaderland, Ant- 
werp [ 
22 bbis, 2 kegs, 5,063 Ibs, Geigy Aniline 
& Ext Co, Vaderiand, Antwerp 
72 cks, 17,251 Ibs, Kuttroff, Pickhardt Co, 
Vaderland, Antwerp 
68 kegs, 32 cks, 52 cs, Farb of Elberfeld 
Co, Vaderland, Antwerp 
167 cks, H A Metz & Co, Potsdam, Rotter- 
dam : 
13 cks, 1 cs, R Holiday & Sons, Georgic, 
Liverpool 
1 cs, 215 cks, Cassella Color Co, Potsdam, 
Rotterdam 
OIL—5 dms, 5,487 Ibs, J A & W Bird, Idaho, 
Hull 
48 dms, 68,992 Ibs, R Holliday & Sons, 
Idaho, Hull 
20 dms, Heyden Chemical Works, Vader- 
land, Antwerp 
SALT—9 puns, 6,163 lbs, J A & W Bird & 
Co, Idaho, Hull : 
4 cks, R Holliday & Sons, Georgic, Liver- 
pool 
ANTIMON Y—100 cks, 67,200 lbs, E Hills Son 
& Co, Idaho, Hull 
50 cks, 33,600 Ibs, Hendricks Bros, Minne- 
tonka, London 
ARCHIL—5 cks, W A Ross & Bro, Georgic, 
Liverpool 
ARGOLS—33 cks, 48,991 Ibs, Chas Pfizer & 
Co, Frieda, Messina 
200 begs, 4,660 Ibs, Chas Pfizer & Co, 
Frieda, Messina 
26 cks, 49,104 Ibs, Tartar Chemical Co, 
Frieda, Messina 
197 _bgs, -43,076 lbs, Tartar Chemical Co, 
Peconic, Bari 
136 bgs, 30,993 Ibs, Tartar Chemical Co, 
Sicilian Prince, Naples 
33 4 cks, 38,077 Ibs, Tartar Chemical Co, 
Georgic, Liverpool 
ARSENIC—100 cks, 59,056 Ibs, H A Metz & 
Co, Vaderland, Antwerp 
BALSAM, COP—¥9 cs, 1,125 Ibs, Dodge & 
Oleott, Advance, Colon 
1 cs, 85 Ibs, American Trading Co, Maraval, 
Trinidad 
BARIUM, BINOXIDE—10 cks, 10,354 Ibs, 
Schoelkopf, H & H Co, Minnetonka, Lon- 
don 
14 cks, A Peuchot, Minnetonka, London 


CHLO—82 cks, 86,402 Ibs, Gabriel & Schall, 
Potsdam, Rotterdam 
BARYTES—65 cks, 24 tons, 
F der Grosse, Bremen 
BENZOL NITRO—S dms, 7,119 
hill, Pretoria, Hamburg 
7 dms, Roessler & H Chem Co, 
Antwerp 
BERLIN BLUE—5O cks, 5,512 
Pickhardt & Co, Vaderland, 


Gabriel & Schall, 


Ibs, C Rock- 
Vaderland, 


Ibs, Kuttroff, 
Antwerp 


15 cks, 1,653 Ibs, Kuttroff, Pickhardt & 
Co, Vaderland, Antwerp 

20 cks, 3,308 Ibs, H Kohnstamm & Co, 
Potsdam, Rotterdam 


BISMUTH—4 cs, 1,156 Ibs, McKesson & Rob- 
bins, New York, London 
BLANC FIXE—20 cks, 13,393 Ibs, 

Schall, Potsdam, Rotterdam 
BLEACHING POWDER—4#0 dms, 216,623 Ibs, 
Roessler & H Chemical Co, Pretoria, Hbg 


Gabriel & 





47 cks, 33,587 lbs, F A Reichard, Vader- 
land, Antwerp 
38 bbls, 32,464 Ibs, F A Reichard, Vader 
land, Antwerp 
20 bbis, 15,000 Ibs, J I. & D S Riker, 
Georgic, Liverpool 
190 cks, 175,000 Ibs, J L. & D S Riker, 
Georgic, Liverpool 

BRIGHT RED—10 cks, G A & FE Meyer, Idaho, 
Hull 


BRISTLES—9 pkgs, 2,916 Ibs, 

& Co, New York, London 

4 cs, 790 lbs, Wells, Fargo & Co, New York, 
London 


Davies, Turner 


18 cs, 2,200 lbs, Wells, Fargo & Co, New 
York, London 
4 pkgs, 1,399 Ibs, Wells, Fargo & Co, 


Lucania, Liverpool 
BRONZE BROWN-—12 bbis, 5,649 Ibs, A B 
Ansbacker & Co, Pretoria, Hamburg 
POWDER-1 cs, 530 Ibs, O G Hempstead & 
Co, F der Grosse, Bremen 


6 cs, 2,616 lbs, R F Lang, F der Grosse, 
Bremen 
129 cs, 6,400 Ibs, Bronze Powder Works, F 


der Grosse, Bremen 

9 cs, 2,600 lbs, J Marsching & Co, F 
Grose, Bremen 

2 cs, 600 lbs, Fuchs & Lang Mfg Co, F der 
Grosse, Bremen 


der 


10 cs, 3,792 lbs, Gerstendorfer Bros, F der 
Grosse, Bremen 
16 cs, 2,525 Ibs, Baer Bros, F der Grosse, 
Bremen 
BUCKTHORN BARK—19_ bis, 6,512 _ Ibs, 


Schoellkopf, H & H Co, Frieda, Trieste 


CALAMUS ROOT 8 bis 11,000 Ibs, Peek & 
Velsor, Pretoria, Hamburg 
CALCIUM CHLO—400 dms, 22,936 Ibs, J L & 


D §$ Riker, Arabic, Liverpool 


CARDAMOMB—9 cs Lehn & Fink, St Paul, 
London 

CASSIA—519 cs, J Kissock & Co, Briez Huel, 
Penang 


35 cs R Brauss & Co, Satsuma, Hong Kong 
CHALK—600 tons, J D McGlincey, Louisiana, 


Copenhagen 
CHAMOMILES—10 cs, 2,769 Ibs, Tyler & Finch 
Co, Peconic, Liverpool 
16 cs, 2,352 Ibs, McKesson & Robbins, 
Ultonia, Trieste 
CHEMICAI-~15 cks, Merck & Co, Pretoria, 
Hamburg 


11 bbls, Merck & Co, Pretoria, Hamburg 

2 es, Merck & Co, Pretoria, Hamburg 

41 cs E Levi, Potsdam, Rotterdam 

12 bbis, 48 cs, Merck & Co, Potsdam, Rot- 
terdam 

COMPOUND—2 _cks, 

Pretoria, Hamburg 

1 cs, A Klipstein & Co, Pretoria, Hamburg 

7 cs, Merck & Co, Pretoria, Hamburg 

1 ck, Farb of Elberfeld Co, Vad@egtand, 


A Klipstein & Co, 


Ant 





PREP—12 cs, Schering & Glaty Pretoria, 
Hamburg 

2 cs, McKesson & Robbins, New York, 
London 


4 cs, Eimer & Amend, Vaderland, Antwerp 


5 cs, Heydon Chem Co, Potsdam, Rdam 
10 bbis, Roessler & H Chem Co, Potsdam, 
Rotterdam 


25 pkgs, H A Metz & Co, Potsdam, Rdam 
3 carboys, Lehn & Fink, Graf Waldersee, 
Hamburg 


SALT—63 cks, Hensel, BPruckman & L, Pre- 
toria, Hamburg 
20 cks, 3 cs, W G Mohring & Co, Minne- 


tonka, London 
10 bbls, A Klipstein & Co, Idaho, Hull 
CHROMB OXIDE—2 cks, 1,102 Ibs, Roessler & 


H Chemical Co, Pretoria, Hamburg 
COAL TAR PREP—7 cks, 700 Ibs, Kuttroff, 
Pickhardt & Co, Vaderland, Antwerp 
5 cks, Farb of Elberfeld Co, Vaderland, 
Antwerp 

66 kegs, 2 cs, Hensel, B & L, Potsdam, Rot- 
terdam 

43 cks, H A Metz & Co, Potsdam, Rdam 


PRODUCT —17 cs, 1,562 Ibs, G Gennert, Pre 
toria, Hamburg 
COBALT, OXIDE—6 cs, 1,000 lbs, Roessler & 
H Chem Co, Chicago City, Swansea 


COLCHICUM SEED—4 bis, Lehn & Fink, 
Graf Waldersee, Hamburg 
COLORS—1 keg, J W Coulston & Co, Idaho, 


Hull 


1 cs, Fritzsche Bros, Blucher, Hamburg 


3 cs, Kuttroff, Pickhardt & Co, Potsdam, 
Rotterdam 

11 bbls, Roessler & H Chem Co, Potsdam, 
Rotterdam 


7 pkgs, C Helmuth, Potsdam, Rotterdam 
71 pkgs, J A Donald, Georgic, Liverpool 
20 pkgs, A W Smith, Potsdam, Rotterdam 
CORIANDER SEED—222 begs, J Kissock & Co, 
Pretoria, Hamburg 


CORKS—29 bis, W J Farrell, Vaderland, Ant 
CORK WOOD—1,360 bis, Armstrong Cork Co, 
Astoria, Glasgow 
1,497 bls, Gudewell & Bucknall, Satsuma, 
Gibraltar 
14) bis, Gudewell & sjucknall, Sicilian 
Prince, Palermo 
2,000 bls, Gudewell & Bucknall, Graf Wal 
dersee, Hamburg 
COLTSFOOT LEAVES—10 bile, 2,134 Ibs, 
Parke, Davis & Co, Ultonia, Trieste 
CROCUS—S kegs, R J Waddell & Co, Idaho, 
Hull 
CUMMIN SEED—50 bis, C E Armstrong, Pre- 


toria, Hamburg 
25 bis, Austin, Nichols & Co, Graf Walder- 
see, Hamburg 
CUTTLEFISH BONE—25 pkge, 9,856 lbs, Ty- 
ler & Finch Co, Ultonia, Trieste 
DRUGS—316 bgs, R Hilliers Son Co, Pretoria, 


Hamburg 
35 begs, R Hilliers Son Co, Pretoria, Hmbg 
6 bls, R Hilliers Son Co, Pretoria, Hmbg 
7 cs, Lehn & Fink, Graf Waldersee, Hmbg 
DUTCH METAL CLIPPINGS—41 es, 24,662 
lbs, Isaacs Vought Co, F der Grosse, Bre- 
men 
12 cs, Fuchs & Lahg Mfg Co, F der Grosse, 
Bremen 
LEAF—15 cs, Baer Bros, F der Grosse, Bre- 
men 


DYEWOOD EXT—5 bbls, 2,227 Ibs, Geigy Ani- 
line & Ext Co, Vaderland, Antwerp 
EPSOM SALTS—600 bgs, 6 tons, General 

Chemical Co, Pretoria, Hamburg 


FISHSOUNDS—8 bis, 2,077 Ibs, Kunhardt & 
Co, Zulia, Venezuela 
FOENUGREEK SEED—350 begs, 77,000 Ibs, 


Parke, Davis & Co, Pretoria, Hamburg 


FULLER'S EARTH—350 begs, 35 tone, L A 
Saloman & Bro, Minnetonka, London 


FUSTIC—45,100 — Ibs, Harburger & Stack, 
Matanzas, Tampico 
GAMBIER—1,515 bis, 221,993 Ibs, L Littlejohn 
& Co, Briez Huel, Singapore 
508 bis, 111,760 lbs, Haebler 
Huel, Singapore 
604 bis, 111,986 Ibs, J H Recknagel & Son, 
Briez Huel, Singapore 
506 bis, 111,760 Ibs, Winter & Smillie, 
Huel, Singapore 
508 bis, 114,014 lbs, Winter & Smillie, 
Issa, Singapore 
Sw2 bis, 114,648 Ibs, 
Issa, Singapore 


& Co, Briez 
Briez 
Ras 


Winter & Smillie, Rae 


84 bbs, 10,976 Ibs, Haebler & Co, Ras Issa 
Singapore 

2,514 bis, 912,640 Ibs, Haebler & Co, Ras 
Issa, Singapore 

1,012 bis, 223,520 Ibs, J H Recknagel & Son, 
Ras Issa, Singapore 

168 bis, 23,344 Ibs, O S Janney & Co, Ras 
Issa, Singapore 

424 bls, 55,200 Ibs, L Littlejohn & Co, 


Satsuma, Singapore 


155 bis, 28,196 Ibs, D A Shaw & Co, 
Satsuma, Singapore 
4,135 bls, 893,898 Ibs, J W Phyfe & Co, 


Satsuma, Singapore 


GELATINE—39 cs 4,523 Ibs, P Puttmann, 
Potsdam, Rotterdam 

GINGER—108 bbls, C Wessels & Bro, Adiron 
dack, Kingston 
75 bbls, C Wessels & Bro, Adirondack, 
Kingston 
55 bbis, Macy & Dunham, Adirondack, 
Kingston 
11 bgs, 1,561 Ibs, A S Lascelles & Co, 


Adirondack, Kingston 
27 bbis, 3,858 Ibs, A. S. 
Adirondack, Kingston 
ASS, PLATE—15 cs, 
Vaderland, Antwerp 
4 cs, 2,747 ft, Bendit, 


Lascelles & Co, 


‘ Kahn 


ft, J 





Drey & Co, Potsdam, 


Rotterdam 

11 e¢s, Bendit, Drey & Co, Vaderland, Ant 
67 cs, Pittsburgh Plate Glass Co, Vader 
land, Antwerp 


WINDOW—30 pkgs, 8,024 Ibs, Holbrook Bros, 
Arabic, Liverpool 
133 pkes, 6,916 Ihs, Pittsburgh 
Co, Vaderland, Antwerp 
GLUE—%6 cke, 60,805 Ibs, Booth & Co, 
Hull 
20 bes, 2,240 Ibs, National Gum & Mica Co, 
Chicago City, Bristol 
112 bls, 12,544 Ibs, Milligan 
Vaderland, Antwerp 
iLYCERINE—37 dms, 40,700) Ibs, 
Rawolle, Minnetonka, London 
50 dms, 54,958 Ibs, Alpers & Mott, Citta di 
Napoli, Genoa 
REFINED—11 


Glass 


Idaho 


& H Glue Co, 





Marx «& 


crates, 1,232 Ibs, Schering & 


Glatz, Pretoria, Hamburg 
GREASE-—-24 bbls, 5,181 Ibs, W H Dumont & 
Co, Vaderland, Antwerp 
GUM, ARARBIC—100 bis, Parke, Davis & Co, 
Satsuma ®uez 
800 bis, 117,142 Ibe, Thurston & Braidich, 
Satsuma, Suez 
CHICLE—17 begs, 3,086 Ibs, Graham, Hink- 
ley & Co, Matanzas, Vera Cruz 
COPAL—252 cs, Paterson, Boardman & Co, 
Satsuma, Singapore 
120 cs, 22,211 Ibs, D A Shaw & Co, Sat- 


suma, Singapore 

300 cs, 67,200 Ibs, A 
Singapore 

244 bskts, 49,420 Ibs, 
Potsdam, Rotterdam 

200 cs, R Brauss & Co, Satsuma, Singapore 


Mason, Satsuma, 


I. C Gillespie & Son, 


585 cs, 117,000 lbs, L C Gillespie & Son, 
Potsdam, Rotterdam 
GAMBOGE—5 cs, Parke, Davis & (o, Sat- 


suma, Singapore 
DAMAR-—118 cs, 22,400 Ibs, D A Shaw & Co, 
Satsuma, Singapore 
200 es, LC Gillespie & Son, Potsdam, Rrdm 
KAURI—102 bags, A Mason, New York, Ldn 
90 cs, Paterson, Boardman & Co, Minne- 
tonka, London 


OIL PAINT AND DRUG REPORTER 
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300 bgs, Patterson, Boardman & Co, Minne- 


tonka, London 
TRAG—20 cs, Parke, Davis & Co, New York, 
London 
8 cs 2,627 lbs, Thurston & Praidich, Astoria, 
Glasgow 


40 cs, David E Green & Co, Carpathia, Lvpl 
HEMP SEED—100 bgs, 22,047 Ibs, M Ruttenou, 
Oscar II, Copenhagen 
INDIAN RED—5 cks, 10 kegs, R J Waddell & 

Co, Idaho, Hull 
15 cks, G A & E Meyer, Idaho, Hull 
12 cks, 9,966 lbs, Benj Moore & Co, Idaho 
Hull 
11 cks, J W Coulston & Co, Idaho, Hull 
INDIGO—225 cks, 103,764 Ibs, Kuttroff, Pick- 
hardt & Co, Vaderland, Antwerp 
85 cks, H A Metz & Co, Potsdam, 
AUXILIARY—42 cks, 57,351 Ibs, H 
& Co, Oscar II, Stettin 
IRON PYRITES—3,268 tons, New Foundland 
Exploration Syndicate, Tyr, Pilley’s Island 
JASMINE WATER—10 carboys, 686 Ibs, Leer- 
burger Bros, Prinzess Irene, Genoa 
LICORICE ROOT—27 bis, 11,191 Ibs, Fitzsim- 
mons Gleeson Co, Citta di Napoli, Marsis 
LIME JUICE—14 puns, J E Kerr & Co, Fru- 
tera, Pt Maria 
2 puns, 226 gals, A S 
Adirondack, Kingston 
LITHARGE—20 kegs, 2,240 
& Co, Idaho, Hull 
MACE—25 cs, 2,660 Ibs, L 
Satsuma, Singapore 
33 cs, 5,326 lbs, J W Phyfe & Co, Satsuma, 
Singapore 
MANGROVE BARK-—22 bgs, 2,200 Ibs, J W 
Wilson & Co, Adirondack, Kingston 
MEDICAL BARK—138 bls, Parke, Davis & Co, 
Frieda, Trieste 
17 bls, Fitzsimmons, Gleeson & Co, 
Triesta 
8 bls, Peek & Velsor, Frieda, Trieste 
HERBS—12 bis, 2,250 Ibs, Parke, Davis & Co, 
Pretoria, Hamburg 
82 bis, Parke, Davis & Co, Ultonia, Trieste 
FLOWERS—15 cs, 2,200 Ibs, McKesson & 
Robbins, Peconic, Trieste 
20 pkgs, Parke, Davis & Co, Pretoria, Hmbg 
LEAVES—9 bls, Parke, Davis & Co, Blucher, 
Hamburg 
PREP—4 cs, Merck & Co, New York, London 
33 cs, E Fougera & Co, Minnetonka, London 
35 cs, Farb of Elberfeld Co, Vaderland, 
Antwerp 
80 cs, Dodge & Olcott, Prinzess Irene, Genoa 
ROOTS—9 bls, Parke, Davis & Co, Pretoria, 
Hamburg 


Rttrdm 
A Metz 





Lascelles & Co 
Ibs, J Lee Smith, 


Littlejohn & Co, 


Frieda, 





87 cs, Peek & Velsor, Frieda, Trieste 
MENTHOL—23 cs, 1,380 Ibs, © Rockhill, Sat- 
suma, Yokohama 
MUSTARD SEED—300 begs, 66,000 Ibs, J Kis- 
sock & Co, Potsdam, Rotterdam 
30 bes, 6,864 Ibs, Tyler & Finch, Ultonia, 
Trieste 
299 bes, Levy & Levis Co, Oscar IT, Copen- 
hagen 


472 begs, 10,463 Ibs, J Kissock & Co, Oscar 
II, Copenhagen 
NAPHTHOL—7 cks, H A Metz & Co, 


Rotterdam 


Potsdam, 


BETA—5 cks, Cassella Color Co, Potsdam, 
Rotterdam 
NUTMEGS—52 es, J Kissock & Co, Briez Huel, 
Penang 
101 cs, Frame & Co, Ros Issa, Singapore 
™) es, L Littlejohn & Co, Satsuma, Singa 
pore 


25 es, J W Phyfe & Co, Satsuma, Singapore 
113 es, J Kissock & Co, Potsdam, Rotter- 
dam 
OCHER—5) cks, 
Liverpool 
ALMOND—20 cs, 2,240 Ibs, 
& Co, Pr Irene, Genoa 
ANISEED—20 es, 1,330 Ibs, G 
Satsuma, Hong Kong 
CAMPHOR—®9 dms, Magnus & 
suma, Cobe 
CASSIA—20 es, 1,230 Ibs, 
Satsuma, Hong Kong 
COCOANUT—275 = pkgs, 
Issa, Colombo 
120 hhds, Darragh 
London 
CoD OILL—60 bbis, 


Fuerst Bros & Co, Georgic, 


Geo Lueders 


OL, 
Lueders & Co, 
Lauer, Sat 
Geo Lueders & Co, 
Colby & Co, Ros 
& Smail, Minnetonka, 


1,800 gals, Parke, Davis 


& Co, Potsdam, Rotterdam 

22 bbis, 660 gals, C Fowler, Rosalind, Hali- 
fax 

ESS’ L—16 cs, Fritzsche Bros, Blucher, Ham 
burg 

6 cs, Magnus & Lauer, New York, London 
14 cs, T H Grossmith, Pr Irene, Genoa 

FUSEL—143 cks, 48,318 lbs, Maas & Wald- 
stein, Idaho, Hull 

LAVENDER—25 cs, 4,510 Ibs, Dodge & Ol 
cott, Pr Irene, Genoa 

LEMON-—5O cs, 2,200 Ibs, Ungerer & Co, 


Frieda, Messina 
26 cs, 646 lbs, H B Sheldon, Frieda, Messina 
MYRBANE—25 dms, R Holliday & Sons, 
Idaho, Hull 
OLIVE FOOTS—200 bbls, 
Holme & Clark Co, Peconic, 
ORIGANUM—5 es, 560 Ibs, Geo 
Co, Pr Irene, Genoa 
SESAME—10 cks, 4,415 Ibs, Magnus & Lauer, 
Prinzess Irene, Marseilles 


1,000 gals, Welch, 
Fiume 
Lueders & 


THYME —16 cs, 1,010 Ibs, Leerburger Bros, 
Prinzess Irene, Genoa 
WoOoOD—407 cks, Winter & Smillie, Briez 


Huel, Shanghai 


692 cks, Perry, Ryer & Co, Briez Huel, 
Shanghai 

179 cks, Fuerst Bros & Co, Ras Issa, Shang- 
nat 






i 
cks, Haebler & Co, Ras Issa, Shanghai 
1h) cks, R Brauss & Co, Ras Issa, Shanghai 
140 cks, A Mason, Ras Issa, Shanghai 

101 cks, R Brauss & Co, Satsuma, Shanghai 
280 cks, 113,045 Ibs, FE Hills Son & Co, Ras 


as 





Issa, Shanghai 

ORANGE WATER—10 carboys, 704 Ibs, Geo 
Lueders & Co, Pr Irene, Genoa 

MINERALS—32 cks, 22,899 Ibs, A RB Ans 

bacher & Co, Vaderland, Antwerp 

OZOKERITE—263 begs, 22,000 Ibs, C Morning 
star & Co, Oscar II, Stettin 

PAINT—11 bbls, Rahtjens Am Comp Co, Min 


netonka, London 
PARIS WHITE—91 cks. 100 begs. 54,899 Ibs, J 
Lee Smith & Co, Idaho, Hull 


PEPPER—429 bgs, 56,273 Ibs, J W Phyfe & 


Co, Briez Huel, Singapore 

813 bes, J Kissock & Co, Briez Huel, Singa 
pore 

277 bes, J Kissock & Co, Briez Huel, Singa 
pore 

70 bes, 111,760 Ibs, J W Phyfe & Co, Sat 
suma, Singapore 

2,151 begs, 279,433 Ibs, J W Phyfe & Co, 


Satsuma, Singapore 
283 bes, 38,202 Ibs, J W Phyfe & Co, Minne- 

tonka, London 

PERSIAN BERRY CARMINE-—5 
Ibs, Kuttroff, Pickhardt & Co, 
Antwerp 

PITCH, STBARINE—67 
W Bird & Co, Pretoria, 

POLISHING POWDER 
Co, Idaho, Hull 


cks, 3,069 
Vaderland, 
bbls, 36,775 
Hamburg 
1 keg, R J Waddell & 


Ibs, J A 


10 bbls, G A & E Meyer, Idaho, Hull 
POTASH, CARB—25 cks, 33,149 Ibs, A Klip- 


stein & Co, Idaho, Hull 
CAUSTIC—5O dms, 27,686 Ibs, 
Co, Pretoria, Hamburg 
200 dms, Roessler & H Chemical Co, 
toria, Hamburg 
10 dms, 6,734 Ibs, F Behrend, F der Grosse, 
Bremen 
MURI—1,000 bes, 224,000 Ibs, Battelle & Ren- 
wick, F der Grosse, Bremen 
PRUSS—10 cks, 5,847 lbs, Kuttroff, 
& Co, Vaderland, Antwerp 


A Klipstein & 


Pre- 


Pickhardt 


POTATO FLOUR—100 bgs, 21,826 Ibs, F Beh- 
rend, Oscar II., Copenhagen 
QUININE—25 es, 10,000 ozs, Stallman & Ful- 
ton Co, New York, London 
22 cs, 21,500 ozs, E Levi, Potsdam, Rotter- 
dam 


RED LEAD—I7 cks, 31,440 Ibs, Wing & Evans, 
Georgie, Liverpwool 


ROSE LEAVES—4 bis, 404 lbs, Parke, Davis 
& Co, Br Princess, Antwerp 

SAGE—1 bl, 220 lbs, Parke, Davis & Co, UI- 
begs, 343,401 


tonia, Trieste 

SAGO FLOUR—2,465 lbs, W R 
Russel & Co, Ras Issa, Singapore 

410 bgs, 55,867 lbs, Winter & Smillie, Ras 

Issa, Singapore 

SALTPETER—2,886 bgs, Ralli Bros, York Cas- 
tle, Calcutta 

SATIN WHITE—25 cks, 21,958 Ibs, Kuttroff, 
Pickhardt & Co, Pretoria, Hamburg 


SARSAPARILLA—20 bis, 4,386 Ibs, E N Tib- 
bals & Co, Matanzas, Tampico 
SENNA—50 bis, 23,009 Ibs, Parke, Davis & 


Co, Satsuma, Suez 


SHELLAC—429 chts, Ralli Bros, York Castle, 








Calcutta 

100 bgs, Ralli Bros, York Castle, Calcutta 
1,551 begs, Rogers & Pyatt, York Castle, 
Calcutta 

250 chts, Rogers & Pyatt, York Castle, Cal- 
cutta 

224 pkgs, Hoopel & Androvette, York Cas- 
tle, Calcutta 

300 pkgs, G A Alden & Co, York Castle, 
Calcutta 

i) pkgs, Perry, Ryer & Co, York Castle, 


Calcutta 
100 pkgs, L C Gillespie & Son, 
tle, Calcutta 
892 begs, Berry 


York Cas- 


Bros, York Castle, Calcutta 


50 chts, Berry Bros, York Castle, Calcutta 
100 bgs, 50 chts, O S Janney & Co, York 


Castle, Calcutta 
SMALTS—50 eks, 5,500 Ibs, L 
& Co, F der Grosse, Bremen 
SOAP, CASTILE—86 cs, 4,654 Ibs, J E 
assiades, Vaderland, Antwerp 
205 cs, 7,787 lbs, Meyer & Lange, Pr Irene 
Genoa 
SODA ASH—18 cks, 28,998 Ibs, 
Co, Georgic, Liverpool 
BICARB—100 kegs, 11,200 
Riker, Arabic, Liverpool 


Feuchtwanger 





Athan- 


Churchman & 


Ibs, JL & DS 


CRYSTALS—156 cks, 62,400 Ibs, Wing & 
Evans, Georgic, Liverpool 
100 cks, 40,000 Ibs, Wing & Evans, Bovic, 


Liverpool 


PRUSS—5 cks, J D Lewis & Co, Arabic, Liv- 
erpool 
SPONGE—8 cs, A Isaacs & Co, New York, 


Southampton 
5 cs, A Moses, Son & Co, Frieda, Trieste 
8 cs, Lasker & Bernstein, Ultonia, Trieste 
ST JOHN'S BREAD--324 begs, 45,792 Ibs, C W 
Jacobs & Allisor seorgic, Liverpool 
SUINTINE—100 cks, 37,824 lbs, A Klipstein & 
Co, Idaho, Hull 
80 cks, 29,786 Ibs, A Klipstein & Co, Idaho, 








Hull 

TALC—400 begs, 87,340 Ibs, L A Saloman & 
Bro, Pr Irene, Genoa 

TAPIOCA FLOUR—429 begs, 56,000 lbs, J W 
Rulon & Son, Ras Issa, Singapore 

TURPENTINE (VENICE)—25 cs, 2,178 Ibs, 


Fitzsimmons-Gleeson Co, Frieda, Trieste 
TUSCAN RED—5 kegs, R J Waddell & Co, 
Idaho, Hull 
VANILLA BEANS—14 cs, 2,175 Ibs, 
Trading Co, Esperanza, 


American 
Vera Cruz 


20 cs, 3,575 Ibs, H Marquardt & Co, Es- 
peranza, Vera Cruz 
8 es, 1,170 ibs, H Marquardt & Co, Espe- 
ranza, Vera Cruz 
5 cs, 954 Ibs, H Marquardt & Co, Espe- 
ranza, Vera Cruz 
VARNISH—12 cs, 8 dms, 455 gals, A E Lou- 
derbach, Minnetonka, London 
VENETIAN RED—100 bbls, R J Waddell & 
Co, Idaho, Hull 


60 bbls, G A & E Meyer, Idaho, Hull 


WASH BLUE—400 es, 58,000 Ibs, H W John- 


son, Idaho, Hull 
WAX, BEES’—4 begs, 616 lbs, Harburger & 
Stack, Matanzas, Tampico 


4 begs, 550 Ibs, 
Pt de Paix 
3 begs, E F Emdon, Adirondack, 
2 bgs, Graham, Hinkley & Co, 
Vera Cruz 
CERESIN—70 bgs, 15,615 Ibs, Strohmeyer & 
Arpe Co, Pretoria, Hamburg 
MINERAL—69 bgs, 7,700 Ibs, Strohmeyer & 
Arpe Co, Pretoria, Hamburg 


H_ Brussells, Adirondack, 


Pt de Paix 
Matanzas, 


25 bes, 5,000 Ibs, Smith & Nichols, Pots- 
dam, Rotterdam 
WHITE LEAD—10 cks, 5,939 lbs, A B Ans- 


bacher & Co, F der Grosse, Bremen 
WITHERITE—600 bgs, 132,792 Ibs, Gabried & 


Schall, Potsdam, Rotterdam 
WORMWOOD HERB—4 bis, Lehn & Fink, 
Graf Waldersee, Hamburg 
ZINC, OXIDE—200 bbls, 44,002 Ibs, GA & 





EK Meyer, Vaderland, Antwerp 


150 bbis, 33,069 Ibs, G A & E Meyer, Pots- 
dam, Rotterdam 
fe - — — 
Warehoused, 
ALBUMEN, BLOOD—10 bbls. 4,830 Ibs, C 





Morningstar & Co, Pretoria 
ANILINE COLORS—9#7 cks, 
Co, Potsdam, Rotterdam 
617 cks, Cassella Color Co, 
Rotterdam 
3 es, Cassella Color Co, Statendam, R’dam 
4 kegs, C Bischoff & Co, F der Grosse, 
Bremen 
BRISTLES—80 cs, 10,667 lbs, R Brauss & Co, 
Satsuma, Shanghai 
BRONZE POWDER-—5 es, 2,500 Ibs, 
F der Grosse, Bremen 
CAMPHOR, REFINED—460 cs, 6,000 lbs, Stall- 
man & Fulton Co, Coastwise, Van- 
couver 
CHILLIES—165 bags, 9,240 Ibs, 
Satsuma, Kobe 
COCOA BUTT ER—SO cs, 11,200 Ibs, 
Braun & Co, Minnetonka, 


Hamburg 
Cassella Color 





Statendam, 


G Benda, 


Frame & Co, 


Habicht, 
London 


40 cs, 7,938 lbs, G Amsinck & Co, Graf 
Waldersee, Hamburg 
GELATINE—S3 es, J Pollitz, Potsdam, Rot- 


terdam 
GLUE—25 cs, 
Trieste 


Kronfeld, S & Co, Ultonia, 


300 bags, A K Gardiner & Bro, Georgie, 
Liverpool 
GUM, CHICLE—20 bags, 3,881 Ibs, H Mar- 


quardt & Co, 
LOGWOOD EXT—75 cks, 


Esperanza, Vera Cruz 
22,6 Ibs, Dillon & 


Co, Adirondack, Kingston 

MENTHOIL—7 cs, 420 Ibs, ( Rockhill, Sat- 
suma, Yokohama 

OIL, CODLIVER—10 bbls, 500 gals, Parke, 
Davis & Co, Potsdam, Rotterdam 

ESS’L—10 es, 1,120 Ibs, Knauth, N & K, 

Prinzess Alice, Bremen 

POTASH, CYANIDE-—100 es, 6,280 Ibs, Roess- 


& H Chem Co, 
PRUSS—30 bbls, 
Chem Co, 


Pretoria, Hamburg 
22,101 lbs. Roessler & H 
Pretoria, Hamburg 


67 bbls, 44,430 Ibs, Roessler & H Chem 
Co, Vaderland, Antwerp 

POTATO FLOUR-—200 bags, 43.585 Ibs, C 
Morningstar & Co, Oscar II, Stettin 


STARCH—SO bags, 10,858 Ibs, C Morningstar 






& Co, Oscar If, Stettin 
SUINTINE—20 cks, 7,447 Ibs, A Klipstein & 

Co, Idaho, Hull 
TATL.C—200 bags, 44,000 Ibs, Petit Chemical 

Co, Pr Irene, Genoa 

—- > e-—____ --— 
Withdrawals from Bond, 
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OS a ee ere 11 
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A. Klipstein & Company, 


122 PEARL ST., 


Chemicals & Dye Stuffs 


SOLE AGENTS FOR 















NEW YORK. 

















(00 bes, $750, Bordeaux, Havre | 3,208 pies, 336,048 Ibs, $8,100, Arabic, Lvyrp! 
BLEACH—16 drs, 7,198 Ibs, $79, Esperanza, 10,591 pigs, 1,088,045 Ibs, $25,190, Pretoria, 
Havana Hamburg 
BONE DUST—95 bbls, 35,031 lbs, $820, Staten 9,380 pigs, SO7,270 Ibs, Buffon, 
dam, Rotterdam Manchester 
BORAX—1 bbl, $19, Caribbee, Martinique 2,113 pigs, 224,075 Ibs, $5,400, Bordeaux, 
CALCIUM CARBIDE—3,200 drs, 320,000 Ibs, Havre 


$8,200, Matanzas, Havana LIME ACETATE—3,363 bgs, 449,598 Ibs, $8,107, 







300 drs, $760, Cienfuegos, Cuba Aurania, Liverpool 
166 drs, 18,460 Ibs, $584, Curacao, Curacao 1,601 bes, 225.272 Ibs, $5,000, Pretoria, Hbg 
CAMPHOR—%¥, bbl, 117 Ibs, $84, Carib IL, 345 bes, 51,685 Ibs, $1,000, Prinzess Lrene, 
Porto Cortez Genoa 
1 bx, $70, Maranhense, Para 3,196 bes, 437,227 Ibs, $7,500, Vaderland, 
es, $17, Esperanza, Vera Cruz ntwerp 
Porto Cortez tb CAKE—1,318 bes, 472,425 Ibs, $5,907 


1 es, $6, Carib IL, 


LES 


Rotterdam 


1 
CANI 
2 tendam, 










































































































ANILINE COLORS (0 !s5e0 
2 1 es, $25, Valencia, Hayti 1,216 bes, 448,000 Ibs, $5,700, Vaderland. 
2 >», Kish, Hong Kong Antwerp 
. . ir Caribbee, Demerara AMIWOOD, EXT—30 pkgs, 2,250 Ibs, $180, 
Made by the Society of Chemical Industry, Basle, Switzerland 5 Caribbee, Barbadoes <0,’ Vaiparatso 
Rosalind, St Johns Ibs, $ Maranhense, Para 
* Trinidad, Bermuda 8, $601, Astoria, Glasgow 
ee eo 2 cs, $5, Zulia, Curacao 30 bbls, $800, Buffon, Manchester 
2 cs, $70, Mexico, Havana MEDICAL ROOTS—24 bls, $2,027, Prinzess 
10 cs, $24, Curacao, Curacao Irene, Genoa 
CARBON BLACK—2 bbls, $10, Pretoria, Ham- MICA—20 bes, 2,500 Ibs, $200, Pretoria, Hmbg 
burg OCHPR—112 bbis, $950, Buffon, Manchester 
200 bbis, $1,200, Vaderland, Antwerp OllL, ALMOND—2 es, $13, Carib Il, Porto Crtz 
. nO bbls, $375, Astoria, Glasgow ws Advanc ‘olo 
BRANCH HOUSES.—BOSTON, 283-285 Congress St. PHILADELPHIA, 50-52 N. Front St. CHICAGO, 300 vale, WOR : F300, faencs. Havre CAKE cae, ; od $2,800, Staten- 
136 Kinzie St, PROVIDENCE, R. I., 13 Mathewson St. HAMILTON, ONT., Cathatine %&, MONTRBAL, 17 | (ASSIA—5 bbls, $ Zulia, Maracaibo dam, Amster 
Lemoine St. CHEMICALS—18 cs, $661, Prinzess Irene, 3.000 bes, 993,429 Ibs, $10,000, Statendam, 
Genoa ge tong 
: , 0 , me. WARY 0 cks LF De » & Co CINNAMON—1 bl, 100 Ibs, $16, Esperanza, 1,000 begs, 110,000 Ibs, $1,200, Fricka, Brix 
le a ee ee Manzanillo GOM bes, 222,782 Ibs, $2,784, Minnetonka, 
Giie bes mo; PpePprer 400 bes London City, Rotterdam , 202 Ibs, $32, Esperanza, Vera Cruz London 
CG : ’ Chicle. te “my Saint dae le own ey = . 3 2 rolls, hM Ibs, $84, Tjomo, Progreso 1.0) bes, 496,882 Ibs, 00, Vaderland, 
ne Tee dl = | VETCH—503 bbis, Cambrian, London 1 bl, 1 bg, 100 Ibs, $19, Zulia, Maracaibo Antwerp 
- cae Sane cig 2 MARINI 45 cks, I. W Ferdinand & Co, | COLOR—8 es, $266, La Lorraine, Havre 920 bes, 230,000 Ibs, $2,760, Seriphos, Mar 
oo rep = Cambrian, London 26 cs, $98, Dorset, Melbourne seilles 
Oil, Sperm oh Ts | POTASH—20 cks, Kuttroff, Piekhardt & Co, 1 bbl, $80, Mantazas, ‘Tampico 460_bgs, 110,050 Ibs, $1,380, Seriphos, Mdgser 
Ovium ae TOSS \ \ssyria, Hamburg 2 cs, $65, Lucania, Liverpool 5,853 bes, 1,548,S7S lbs, $18,754, Bordeaux 
Pot sh Pru eh oy DS cks, R EF Downing & Co, Assyria, Hbg 1 bbl, 1 dr, $144, Minnetonka, London Havre 
Potato Simny.’ be 100 15 bbls, Colorado, Hull LOO ces, $1,742, Idaho, Hull a 6.996 bgs, 2,120,148 Ibs, $26,500, Idaho, Hull 
Sponge, bl Lin CAUSTIC —69 cks, Assyria, Hamburg COT TONSEED MEAL--100 bgs, $140, Trinidad, ( ASTOR 15 es, rs. Carib I, Porto Cortez 
7 1 MUR—.250 bes, Heller, Hirsch & Co, As f _ Bermuda *— hes: $9, Valence a, Hayti | 
— i burs : - CREAM TARTAR—1 keg, 10 Ibs, $27, Esper- CITRONELLA—S es, $88, Finance, Colon 
— oe nee tue Ais a Go: ‘heartas bam anza, Vera Cruz COD—60 bbls, $888, Lombardia, Genoa 
Boston Import: sa eee ee msinck & Co, Assyria, Hburs | ouMMIN SEED—3 begs, 400 Ibs, $23, Zulia, CODLIVER—15 bbls, $2,655, Vaderland, Anwp 
SULPH—300 bes, Heller, Hirsch & Co, As Maracaibo CORDAGE—250 bbls, $1,546, La Lorraine, 
ACID, BORACTOC—1 bbl Patterson, Wylde & yria, Hamburg . DYESTUFF—3 pkgs, $15, Finance, Colon Havre 
(o, Assyria, Hamburg POTATO FLOUR-—100 bes, Assyria, Hamburg DYEWOOD XT—300 bxs, 18,000 Ibs, $908, CORN—150 bbls, $2,061, Tdaho, Hull 
OXALIC—-4 ck Iberian, Manchester QUASSIA Woob-5 tons, United Fruit Co, Pretoria, Hamburg 340 bbls, $5,500, Hekla, Copenhagen 
~ ks, Kuttroff, Pickhardt & Co, A ria Admiral Farragut, Jamaica 25 bbis, 15,818 Ibs, $750, Vaderland, Ant CORN CAKE—H00 bes, 112,000 Ibs, $1,100, Pre- 
amburg QUEEPRACHO ENT-—2,800 bes ssyris - werp toria, Hamburg 
PHOS SYRUP —-67 es, Cambrian nidon a “ee 7 eat 5 Ae ie vee — h bbls, > Ibs, $316, Buffon, Manchester 1,000 bes, 224,000 Ibs, $2,500, Jordeaux, 
PICRIC-S bbls, Sarmatian, Ghisgew SOAP—20 cks, Iberian, Manchester : EPSOM SAL 1 bbl, $7, Caribbee, Barbadoes Havre 
ALIARINE—15 ecks, Beach & Co, Cambrian SODA 10 cks, RF Downing & Co, Cambrian, FERTILIZER—40 tons, 3,000 bes, $13,169, Ma- COTTONSEED--125 bbls, $2,000, Statendam, 
London Londen tanzas, Havana Rotterdam 
ALUM-—23 cks, J Russel Marble & Co, Colo ASHE 40 ck Linder & Meyer, Iberian, Man- 151 bbls, 300 bes, $505, Trinidad, Bermuda 125 bbls, 1000, Armenian, Liverpool 
rade, Hull chester GAMBIER—10 bis, 1,927 Ibs, $98, Esperanza, 1S cs, $ Carib Il, Porto Cortez 
ANILINE COLOR—1 ke, JIA & W Bird & Co 35 eks, Sagamore, Liverpool Vera Cruz 300° bbls, 5.0000, Ultonia, Trieste 
Iberian, Manchester PRUSS—IS cks \ Klipstein & Co, Therian, |] GLAUBER SALTS—* bbls, $9, Caribbee, Bar- ho bbls, $1,787, Indraville, Hong Kong 
11 kes, Iberian, Manchester Manchester badoes 100 bbls, $1,820, Frieda, Trieste 
ho cks, Farb of Klberfeld Co, London Cit STARCH lot) be London City, Rotterdam 25 bbls, 7,453 Ibs, $48, Mexico, Havana S75 bbls, $16,320, Frieda, Venice 
Rotterdam STRONTIA, NITRATE 4 cks, Amer Ex Co, | GLUCOSE—100 bbls, $1,200, Arabic, Liverpool (4 bbis, $1,101, Uller, Demerara 
72 cks, Berlin An Wks, Assyria, Hamburg London City, Rotterdam 4 bbls, $460, Lu tia, Liverpool 6 bbls, 40 es, $220, Finance, Colon 
Ons drs. J A & W Bird & Co, Iberian SUMAC EX'T--10 cks, Howe, Fuller & Trunk- 10 bbis, $153, Hekla, Christiania 34 bbis, $709, Ripley, Buenos Ayres 
Manchester ett, Sagamore, Liverpool 0) bbls, $7,450, Idaho, Hull t bbls, 45 es, $217, Maracas, Trinidad 
SALT—16 puns, J A & W Bird & Co, Iberian, | TUSCAN RED—2 cks, John Briggs & Co, Col GLUE—25 cks, 12,000 Ibs, $1.500, Barbarossa, 25 bbls. 150 es,, $1,006, Ripley, Montevideo 
Manchester orade, Hull Bremen 10 es, $4 Valencia, Hayti 
37 cks, Berlin An Wks, Assyria, Hamburg VENETIAN RED—6 cks, Cambrian, London 1 cs, $85, La Lorraine, Havre 1,450 bbis, $26,120, Seriphos, Marseilles 
BLEACH drs, Assyria, Hamburg TAPIOCA, FLAKE—210 begs, Seneca, Singa- 1 cs, $9, Finance, Colon 4 bbls, ”), Lombardia, Galatz 
BRISTLES—33 bbis, 6 cks, G cs, J L, Whiting pore 10 cs, $58, Ripl Buenos Ayres 60) bbls, 0), Lombardia, Alexandria 
& Son Co, Assyria, Hambu PEARL—T4 be Seneca, Singapore 1 bbl, 129 Ibs, $ Maranhense, Para zoo bbls, $3,100, Peconic, Trieste 
GS cs, 1% pkgs, J C Pushee & Sons, Cam FLOUR-201 bes, IE Bowstead, Seneca, Sing- 1 bbl, $25, Adirondack, Hayti i110 bbls, $1,343, Peconic, Malta 
brian, London apore 2 bbls, 554 Ibs, $57, Cienfuegos, Cuba 1d cs, $45, FE anza, Vera Cruz 
81 es, Amer Ex Co, Cambrian, London VENETIAN RED—40 cks, Cambrian, London 2 bbls, $25, New York, Southampton 25 bbls, $48) anza, Havana 
CALCIUM CHLORIDE 100 drs, Arnold, Hoff- WHITE LEAD—73 pkes, Westcott, Slade & 2 bes, 240 Ibs, $20, Minnetonka, London bbls, $9 Fricka, Bordeaux 
man & Co, Ivernia, Liverpool BRaleom Co, Colorado, Hull & bbls, 2,298 Ibs, $266, Mexico, Havana bbls, Caribbee, Barbadoes 





CREAM OF TARTAR. TARTARIC ACID. 


TARTAR CHEMICAL COMPANY, 


CSS 


Per Cent. Pure. 





92 William Street, 
NEW .YORK. 











rado, Hull 


































646 lbs, $48, Finance, Colon 


ANISEED—3 begs, 
Minnetonka, 


bgs, 



























































































OLIVE 


CANARY SEED—25 bes, Kidder, Peabody & | Philadetphia Imports. | GLYCERINE—1 bbl, 436 Ibs, $61, Mexico, Ha- 40 bbls, $688, Caribbee, Demerara 
(Co, Assyria, Hamburg ‘ ‘ a . vana () bbls, $1.0 Caribbee, Martinique 
CHALK—10 bis, E & F King & Co, London eye A or ~ - 7 sO che, eee, ieee GOLDEN SEAL—38 begs, $405, Pretoria, Ham- S4 bbls, $1 Lucania, Liverpool 
City, Rotterdam os a iven il rye a : a igi 5 burg 160 bbls, $2, , Pretoria, Hamburg 
200 tons, Brown Bros & Co, ( ambrian, Lon- | Appi SULPHATE—70 cks, Fergusson Bros, | GRA PE SUGAR—1,900 bgs, 212,800 Ibs, $3,000, a. Pe = > tenes eee, —e. 
. 5 oe . Merion, Liverpool Jlandaf ‘ity, Bristo er 4 e : eel . Se 
aaa gr I eg ot Hbs | DEXTRINE 3m bus, Brown Bros & Co, Pal- 600 bes, 67,200 Ibs, $1,200, Minnetonka, oe Saree, eee, Seen 
54 cks, & cs, Patterson, ylde & Co, As " “ os London ‘ 8, v, “Kia, ¢ 
: t lanza, Hamburg 540} — ae OO bis 81! . G _ 
ote. WN Proctor & Co, Ass Hamburg | DRUGS—11 ca, Mackinaw, London BSS Sam, STROSS Te, E008, Baten, Wan 100 pois.” $i 850 “a 
5 cs. Wake "k& Mel suaflia, Cok in Es L | PERTILIZER—825 bes, A Brown & Co, Pal ane . 270 es, $1,149, Coamo Porto Rico 
a Kes, GW Shel ron & Co, Ansyria, Hbe lanza, Hamburg GREASE, SOAP—5SO tes, $775, Pretoria, Hmbg 5 bbls $113, Zulia, Curacao 
. : Pe ve ce ae era dh aig | KAINIT 808,229 Tbs, Pallanza, Hamburg 131 tes, $1,760, Frieda, Venice 500 bbls, $10,680 Bordeaux, Havre 
CHINA CLAY—72 cks, J Bo Moors & Co, Therm | sauTr CAKE —30 cks, Merion, Liverpool 562 tes, $9,640, Seriphos, Marseilles 100 bbls. $1,670, Idaho, Hull 
‘jan, Manchester cs OX? tes, $12,468, Louisiana, St Petersburg 40 cs, $171, Sarnia, Port Limon 
175 cks, LL A Salomon & Bro, Iberian, Man 214 tes, $3,706, Pretoria, Hamburg Ps Sele eo. pet ry aaa aoe a 
ste ‘ * ‘ -< s, * Ss. >i, . wa a, gste 
ant a CO 4 Sah Co, Thetan. Mai Baltimore Imports, LUB—110 bbls, $1,100, Aurania, Liverpool 10 bbls, $159, Irene, Sierra Leone 
~ cKs, ; sush «& ”, , an, Man 7 bbls 00, 3arbarossi tre . aie : “ . 3 : : 
chester LRISTLES—§ cke, Pontos, Hamburg 10 — 246 eee yor re cy LINDER 250 gis, $61, Cuzco, | allao 
720 cks, Sagamore, Liverpool CHEMICALS—120 ¢ ks, SOO bes, Pontos, Hburs 100 kegs, 100 bbls, $910, Cuzco, ‘Antofogasta 250 gis, $61, Finance, Colon | 
165 cks, Assyria, Hamburg CLAY—360 cks, thasco, Rotterdam 25 bbls. &1h5, Kish, Hong Kong . $28 Valenc ia, Hayti 
CHLOROFORM—2 ces, Patterson, Wylde & Co, FERTILIZI ’ bes, Pontos, Hamburg to bbls $100 Llandaff City, Bristol : x , Zulia, Maracaibo 
Assyria, Hamburg KAINI'T : Pontos, Hamburg nO cs $80 Esperanza Havana $43, Zulia, Curacao 
. TAB ct rcs . ‘ TURE = ‘nage tre > ’ ~ , or! Oh 0 es, $2,011, Prinzess Irene, Genoa 
COAL TAR COLORS—h2 cks, H A Metz & Co, MANURE tons, Cassel, Bremen 24 cs, $247, Esperanza, Vera Cruz I 1 cs, $ ; a ' . 
London City, Rotterdam MEDICINAL SEEDS—I52 bes, Pontos, Hburg w ke, s, $16 Cienfuegos Cub: . 3s, $462, Esperanza, Vera Cruz 
COLOR—1 W oN Proctor & Co, Iberian, | PEPPER—100 bys, Tabasco, Rotterdam rs eA Eee $408, Minnetonka, London 
“Manchest : ag "| POTASH MURIATE—1,000 bgs, Cassel, Bremen 4 bbis, 6 cs, $89, Langfond, Barcelona 3,549, Pretoria, Hamburg 
Manchester ; , t I, BS, Cassel, Doren 120 es, .080, Arabic Liverpool a ne w, | Seriphos " Marseilles 
10 cs, 1 kg, Iberian, Manchestet 315 bbls, $3,850, Lucania, Liverpool FISH_-2,904' bbls, $26,615, Mongolian, Clas- 
ft cks, 1 cs, Amer Ex Co, Assyria, Hamburg 20 bbls, $200, Minnetonka, London aaa wwe «4 — 
CORKS-7 begs, E Grossman, Sarmatian, Gla Newport News Imports, 428 bbls, 5 es, $6.320, Pretoria, Hamburg 1,905 bbls, $17,521, Laurentian, Glasgow 
sow 2 * -f s 2 " ‘ o tate? + 4 , ° “ i ° ae ‘ 
CUTCH—800' bes, Geo H Leonard & Co, Set HINA CLAY—120 casks, 1. A Salomon & Bro bbis, $4,210, Frinsess Irene, Genoa LARD—250 als, $76, Caribbee, Barbadoes 
eca, Sin rapore ae ; Fs veep Rappahannock, Liverpool a saan” - e. a. haa 100 gis, $59, ribbee, Demerara 
J i ; et . casks : MeClinee ‘ ‘o, ti " » DIS, Mexico, ave a on vie - Seriphos arse e 
DI in a ees nee } I i sone a ; t wen — ss 85 bbls, », Buffon, Manchester Ds 4g ep Booey < = a — 
mR is—2 es, Amer Ex Co, Cambrian ondon : er ae oe “ on c Sor) i sniitaah tt aes 38, acao, aca 
g 4 " a [oe Se cs nb i hae = DRY SALTS —10 cask Meyers Bros Drug Co, 23 bbls, eriphos, Marseilles b LINS 40 gis, $22, Carib II, Porto Cortez 
London P 2 r : Rappahannock, Liverpool MINERAL bbls, $2,130, Armenian, Lypl 215 gis, $114, Finance, Colon 
Sch a : it al GUM, ALOES—75 bxs, 9,127 lbs, $899, Seriphos, 20 gels, $8, Valencia, Hayti 
DY — a 2 oe =, roatien, aan — Marseilles 0 gis, $20, Esperanza, Vera Cruz 
~ ane ; : ota San Kraneisco Imports. ARABIC—2 cs, 922 Ibs, $89, Mexico, Havana 40 gis, $21, Irene, Sierra Leone 
. ara aes ; a COPAL—1 cs, 239 Ibs, $102, Rosalind, Halifax ™ $30, Zulia, Maracaibo 
GAMBIER—420 bls, Seneca, Singapore ° - . 
GENTI \N—f2 bis. Iberian, M ancheater ACID, OXALIC—40 bbls, Kuttroff, P & Co, KAURI—5 es, 1,120 Ibs, $260, Rosalind, HIfx 160 $82, Zulia, Curacao 
GLASS, WINDOW —s26 pkgs, Amer Ex Co _Hathor, Hamburg : LAMP BLACK—2 bbls, $6, Curacao, Curacao LU 000 gis, $600, Statendam, Amsterdam 
" Sagamore, Liverpool GREASE 30 certs, Homeward Bound, Antwerp | LEAD—8,484 pigs, 896,148 Ibs, $21,600, Ar- 11 gis, $14,844, Statendam, Rotterdam 
25 pkgs, Sagamore, Liverpool PARIS WHITE—158 cks, Homeward Bound, menian, Liverpool 2 0, Armenian, Liverpool 
GLUE—2 bbls, R F Downing & Co, Tberian, mnt ttt wer ; . 5,339 pigs, 560,215 Ibs, $13,500, Mongolian, 10 $14,677, Aurania, Liverpool 
Manchester PITCH—20 bbls, 31 cks, Homeward Bound, Ant nano 6,100 gis, $0, Vaderland, “Antwerp 
GLYCERINE—30 drs, R F Downing & Co SULPHUR—1,000 bgs, Homeward Hound, Ant 472 pigs, 44,800 Ibs, $1,120, Frieda, Trieste 750 gis, $100, Llandaff City, Avonmouth 
Iberian, Manchester SUPERPHOSPHATES—1,000 — bgs, Homeward 7.449 pigs, 784,123 Ibs, $18,000, Louisiana, St 1.050 gls, $772, La Lorraine, Havre 
20 drs, Iberian, Manchester Bound, Antwerp Petersburg 1,100 gis, $488, Cuzco, Callao 
ah cks, Amer Ex Co, Cambrian, London —— oe 
shies sh » ibis 20 wonard & Co » . 4 = ON A A ATCT 
epee oe Serre on. Sener ia EXPORTS FROM NEW YORK, 
320 cks, Colorado, Hull Week ending Sept, 1 POTASH Soda Ash ACID Extracts 
WOOL--100 bbls, Assyria, Hamburs lait: a ee ann ie 
GUM 26 cs, WON Proctor & Co, Therian, | 4 ID. MURIATIC—99 ebys, $21, Matanzas, | @YANIDE se Pe aga Acetic Gums 
une este i i 
ana HR ® Hhowntur & Co: Cambrian. Lap SULPHURIC—100 cbys, 12 drs, $690, Matan- | PRUSSIATE Caustic Soda Phosphoric a 
ee ee pe  Chys, $18, Baperanza, Vera Crus CARBONATE Etc Carbolic ef 
ado 4 , 4 HRs ere . 
IRON ‘OXIDE 2%) bhis. R F Downing & Co. 2 drs, Sho, Cienfuegos, Cuba CAUSTIC and Etc. oO 
‘ ¢ “~* b . > 1c ¢ » bs ‘ 
Iberian, Manchester ; I Ae ; Seer a0 a 11,200 Ibs, $2,400, Minne All Heavy and Fine pes | 
ho bbls, 10 kgs, J Lee Smith & Co, Iberian RA, L.0NnU0 f 
Manchester \LCOHOL, WOOD—160 bbls, $3,000, Minne- | Chemlals s 
LICORICE-—77 bl Iberian, Manchester tonka, London 
20 bis, Sagamore, Liverpool 100 bbls, $1,440, Pretoria, Hamburg fad 
MADDER—3 cks, London City, Rotterdam ALUM—2 bbls, 2 kegs, $17, Tjomo, Progreso = 
MICA—11 es, Pitt & Scott, Cambrian, London \MMONIA—2 ars, § Finance, Colon inl 
OIL—S7 cks, Amer Ex Co, Cambrian, London 2 cyls, $100, Maracas, —* a 
: fE—2,2 rs, Sage ore, sive on 2 drs, $s, Cienfueg Cuba 
CAKI 2, 240 bgs, Sagamore Liverpool Re i se $50: snerense Siecle: Cletus = 
COCOANT'T—90 bbls, Cambrian, London URI conn ‘ ¥ -. sis one * = we 8 Z = 
ph ‘ the ty eg, $1.3, P, amerar 
COAT E30 Sete, Coenen, Sees SAL—22 bbls, 19,905 Ibs, $160, Statendam ” 
LINSEED—15 bbls, Sanderson & Son, Colo _ Rotterdam ' , 4 . 2 
} CASTO om 
- 


OLTVE—10 bbls, Baring Bros & Co, Colorado, 
Hull 
60 bbls, Brown Bros & Co, Colorado, Hull 


nates bbls, Brown Bros & Co, Colorado, 
u 
BRED=10 bbis, Colorado, Hull 


ASPHALTUM—106 $835, 
London 


215 bes, $1,064, Seriphos, Jaffa 


BALSAM—2 cs, §21, Uller, merara 
BARK—576 bgs, 72,000 iba, §740, Louisiana, &t 
Petersburg 


RAPE 
COCOANUT 


oe - ew 








7 OIL PAINT AND 





PITCH—6 bbls, $13, Finance, Colon 
50 bble, $120, Uller, Demerara 
8 bbls, $13, Esperanza, Vera Cruz 


10,950 gis, $1,545, Cuzco, Antofogasta 
500 gis, $120, Cuzco, Guayaquil 
1,627 gis, $197, Antares, Adelaide 







) gis, $488, Uller, Demerara 10 bbis, $24, Caribbee, Demerara 
50 gis, $662, Finance, Colon 4 bbls, $10, Cienfuegos, Cuba 
15,200 gis, $1, Ripley, Buenos Ayres 10 bbis, $26, Rosalind, St Johns 





16 bbls, $39, Mexico, Havana 
1 bbl, $2, Curacao, Curacao 
PLUMBAGO—4 cs, $25, Langfond, 


Montevideo 
Hayti 
Seriphos, 


300 gis, $95, Ripley, 
50 gis, $16, Valencia, 
174,850 gis, $25, 286, 


Marseilles Barcelona 












€ S 0, . Lombardia, Genoa 3 bbls, 25 cs, $203, New York, Southampton 
Stop als. shoo "Kish, Kobe 17 bbis, $556, Pretoria, Hamburg 
16,000 gis, $1,925, Kish, Hong Kong POTASH—l1 dr, rc Idaho, Hull 
10,000 gis, $1,200, Kish, Batavia CHLORATE—8 cs, Trinidad, Bermuda 

495 gis, $6,701, Peconic, Fiume CYANIDE- 20° es, 2,240 lbs, $578, Matanzas, 


Tampico 
PUTTY—4 bbls, $282, Vaderland, Antwerp 
RED LEAD—S8 kegs, $50, Matanzas, Tampico 
$15, Tjomo, Progreso 
fg 5 bbls, $507, Zulia, Maracaibo 
100 bbls, $478, Idaho, Hull 


19 gis, $10,105, Peconic, Trieste 
50 oi. Bosh, Llandaff City, Bristol 
2%) gis, $200, Oscar II, ¢ *hristiania 
450 gis, $114, Maranhense, Para — 2 
5,030 gis, $585, Matanzas Tampico 
4.161 gis, $806, Louisiana, Malmo 








8,666 gis, $4,613, Louisiana, St Petersburg 250 bbls, $1,050, Astoria, Glasgow 
‘ 1 gle, $1405, Louisiana, Moscow 1 bbl, $7, Carib II, Porto Cortez 









Helsingfors 50 bbls, $3 Cuzco, Callao 
Copenhagen 2 bbls, $16 ‘Cuzco, Arica 
Bordeaux 1 bbl, $4, Finance, Colon 
Bordeaux 60 bbls, $364, Antares, Adelaide 


24 gis, $542, Louisiana, 
3,091 gis, $387, Louisiana, 
39 gis, $4.040, Fricka, 
1,7) gis, $206, Ksperanza, 














10,200 gis, $2,691, Halizones, Buenos Ayres 100 bbis, $560, Lombardia, Messina 
1,100 gis, $203, Tjomo, Progreso 800 bbls, $4,480, Kish, Kobe 

407, Cienfuegos, Cuba 140 bbls, $692, Maranhenee, Para 

$210, Rosalind, Halifax 50 bbls, $269, Sicilian Prince, Palermo 






$390, Langfond, Oporto 20 bbls, $117, Cienfuegos, Cuba 

$630, Langfond, Lisbon 5 bbls, $26, Rosalind, St Johns 
> gis, $866, Langfond, Gijon 88 bbls, $440, Langfond, Lisbon 
3,045 gis, $670, Langfond, Barcelona 13 bbls, $87, Prince Arthur, Yarmouth 
6,035 gis, $1,246, Langfond, Seville 1,100 Ibs, $7,000, Minnetonka, London 
1.000 gis, $200, Prince Arthur, Yarmouth 150 bbls, $1,000, Prinzess Irene, Genoa 
54,800 gis, $8,133, Arabic, Liverpool 1,435 bbls, $9,315, Astoria, Glasgow 


SALTPETER—12 kegs, 
Porto Cortez 
SHEEP DIP—41 bbls, 30,000 Ibs, $2,250, Bar 

barossa, Bremen 
400 bes, $950, Halizones, Buenos Ayres 
SHELLAC—1 beg, 54 Ibs, $56, Mexico, Havana 
4) gis, $208, Hekla, Christiania SIZING—5 bbls, $60, Statendam, Rotterdam 
ooo gis, $1,200, Hekla, Stettin SOAP—24 cs, $166, Statendam, Rotterdam 
nO gis, $354, Hekla, Stockholm 21 cs, $678, Cienfuegos, Santiago 


14,800 gis, $4,000, Lucania, Liverpool 1,487 Ibs, $92, Carib IT, 
28,000 gis, $3,760, Minnetonka London 
15,000 gis, $3,730, Pretoria, Hamburg 
43,550 gis, $5,370, Vaderland, Antwerp 
Astoria, Glasgow 


7,149 gis, $1 ‘ i 
27 gis, $2,011, Hekla, Copenhagen 





























0 gis, $000, Frieda, Trieste 187 cs, Carib II, Truxillo 
al. OST gis, $7,900, Buffon, Manchester 22 cs, $ . Oceanic, Liverpool 
1,000 gis, $400, Seriphos, Madagascar 2 cs, $30, La Lorraine, Havre 
0 gis, $18,941, Bordeaux, Havre 32 es, $451, Cuzco, Antofagasta 
10 gis, $17,791, Tdaho, Hull $5, 1 r, Demerara 
> gis, $1 », Torrisdale, Sydney 1.679 es, $2,367, Finance, Colon 
200 gis, $88, Zulia, Maracaibo 20 pkgs, $2,500, Ripley, Buenos Ayres 


, Curacao 
10, Curacao 
Ibs, $110, 


23 cs, $95, Maracas, Trinidad 
1,100 « $6,743, Valencia, Hayti 
Dem- 2° es, $31, Zulia, Curacao 
2 cs, $208, Advance, Colon 
18 cs, $481, Kish, Hong Kong 
1,000 cs, $5,000, Liandaff City, 


noo gis, $164, Zuli 

no gis, S27, Cur 

MEAL—45 begs, 5, 
erara 

340 bes, 42.5 

oo) bes, 11,250 Ibs, 






Uller, 





00 Ibs, $560, Maracas, Trinidad 
$148, Maracas, San 








Bristol 















Francisco 1,911 « $2,864, Maranhense, Iquitos 
5 bes, 443,000 Ibs, $7,500, Louisiana, 1 ce, $ Matanzas, Tampico 
ypent en 14 cs, . Esperanza, Vera Cruz 
6) bes, 250 Ibs, $1,105, Caribbee, Barba- 3 es, $42, Adirondack, Hayti 
does 40 pkgs, $5,000, Halizones, Buenos Ayres 
l” bes, 1,000 Ibs, $14, Trinidad, Bermuda 4 cs, $25, Caribbee, Barbadoes 
1,120 bes, 112,000 Ibs, $1,000, Pretoria, Hbg Ay sr — ee. 
“LL COLZA—1,000 gis, $190, Peconic, Trieste 91 es, 63, Cienfuegos, Cuba 
eae _ ‘S780. 0 ss City, Bristol 2 cs, $18 Rosalind, | St Johns 
7,500 gis, $900, Vaderland, Antwerp 140 bbis, 8 cs, $1,363, Arabic, Liverpool 
2.500 gis, $300, Buffon, Manchester 60 ce, $256, Trinidad, Bermuda 
500 gis, $600, Torrisdale, Sydney $7. Lucania, Liverpool 
MYRBANE-—2 Trinidad, Bermuda 101 es. $919, Minnetonka, London 





Lorraine, 5 cs, $114. New York, 
22 cs, $125, Pretoria, 
Seriphos, Marscilles 23 cs §, Vaderland, Antwerp 
Baker, Port Antonio 1,000 $2,500, Astoria, Glasgow 
Esperanza, Havana 1 es, Mexico, Havana 


Southampton 


RA Taw nw) Is, OS, La 
NEATSFOOT—500 = gis, $505 Hamburg 


Havre 
300 gis, $560, 
103 gis, § 
no gis, $1 
























300 gis, $350, Fricka, Bordeaux 1,400 $3,500, Idaho, Hull 
oo gis, $1,510, Vaderland, Antwerp ; cs, 2 — Ne oe. 
ae Re : . , 0¢ 26, Irene, Sierra Leone 

OLEO—4,375 tes, $137,570, Statendam, Rdam | Gee, rene, A te 

20 tes, “o1.000" Kronprinz Wm, Christiansand 101 aw suite, Saracaibo 

nH tes 1,120, Aurania, Liverpool 2 cS, $6, Curacao, Curacao k 

SS on 2 700, Lucania, Liverpool STOCK—38 bbls, $9. Armenian, Liverpool 

30 tes, $1,500, Barbarossa, Bremen SODA, ASH—25 bbls, 7,828 Ibs, $103, Tjomo, 





Progreso 


s, 5 s, $31,830, Pretoria, Hmburg 
tes, 50 bbls, $31,830, Preto 12 bes. 2.640 Ibs, $37, 


> tes, 50 bbls, $9,075, Vaderland, Antwerp Mexico, Havana 


Porto 





70 tes 2, 845, Astoria, Glasgow BICARB—5 kegs, 570 Ibs, $9, Carib IT, 
8 “8, $237: iekla, Copenhagen Cortez p 
70 tes, $2. 200, Hekla. Aarhuus CAUSTIC—100 drs, 69,600 Ibs, $1,411, Es- 


peranza, Vera Cruz 


> O7r 


225 tes, 7,275, 
Do tes, $1,825 
PEP—5 cs, $250, 


{fekla, Christiania ; 
0. oki Malmo 2 drs, 1,500 Ibs, $75, Cienfuegos, Cuba 
Pretoria Hamburg 18 drs, 14.300 Ibs, $3894, Zulia, Maracaibo 

a. Glasgow 10 drs, 26,311 Ibs, $619, Mexico, Havana 





~ 7 ag ag 1 re SAL—100 bbls, 100° kegs, 44,650 Ibs, $450, 
ht Oe : “> — Rosalind, Halifax 
SEWING MAC H—I es, $6, Carib H, Truxillo 1 bbl, Ibs, $3, Trinidad, Bermuda 


4 cs, $25, Finance, Colon 
15 es, $49, Maranhense, 
2 pkgs. $19, a? 
9 os Y 0 u 
SPINDLES 2 bois. $16, Caribbee, Barbadoes SPONGE—66 bls, $8,100, Statendam, Rotterdam 
TALLOW—500 gis, $ Pretoria, Hamburg STARCH—63_bxe, $61, Finance, Colon 
WINTERGREEN-—1 cs, $95, Minnetonka, Ldon 1 cs, $5, Matanzas, Tampico 
PAINT—2 kegs, 1 cs, $103, 





1 bbl, : Ibs, $4, Zulia, Curacao 
SPERMACETI—50 cs, 3,200 Ibs, $600, 
tonka, London 


Para 


Halifax Minne- 























Statendam, Rdam 16 bbls, 88 cs, $195, Trinidad, Bermuda 
10 drs, 100 es, Armenian, Lpool 15 bbls, Lucania, Liverpool 
4 cs, $55, Oceanic, Lpool 600 bes, -_. Minnetonka, London 
3, $166, La Lorraine, Havre 5OO bes, Vaderland, Antwerp 
6, Cuzeo, Valparaiso 200 bes, $1, 000, Astoria, Glasgow 
SS s, 1 bbl, $1,044, Finance, Colon 17% bes, $980 Mexico. Havana 
1” cs, $805, Ripley, Buenos Ayres 1,400 bes, $7,000 Buffon, Manchester 
20 cs, $141, Maracas, Trinidad 5 es, $6, Antilia, Nassau ; 
bbls, 2 es, 1 keg, $108, Valencia, Hayti STEARINE—25 begs, 5,000 Ibe, $430, Finance, 
2 pkgs, $50, Peconic, Malta _ Colon a : 
6 cs, $116, Maranhense, Para SULPHUR—10 bbls, $40, Matanzas, Tampico 
es, 1 bbl, $578, Mantanzas, Tampico 1 bbl, 2 kegs, $14 jomo, Progreso 


4 kegs, $17, Saratog 
1,149 Ibs, § 





Tampico 
Uller, Deme- 


Havana 2 bbls, 
Buenos Ayres | TALLOW—8 bbls, 
Vera Cruz rara 


ah cs, $401, Esperanza, 
1S cs, $096, Queensborough, 
5 bbis, 11 es, $216, Msperanza, 








789 Ibs. Havana 










h cs, Halizones, Buenos Ayres 10 bb Is $198, Esperanza, 
20 bbls, Cienfuegos, Cuba 2: . 8,984 Ibs, $17,511, Seriphos, Mar- 
3 bbls, 17 Rosalind, St Johns sellles 

cs, $8, Rosalind, Halifax 65 tes, 28,975 lbs, $1,780, Seriphoe, Madagas- 
7 bbis, 5 kegs, 1 es, $79, Tjomo, Progreso car 
108 es, $1, 036, Langfond, Barcelona 2 bbls, 486 Ibs, Curacao, Curacao 
15 es, Yarmouth TAR—10 bbls, Uller, Demerara 


$157, Prinee Arthur, 
20 










Colon 









3 bbls 22, Prince Arthur, Halifax 12 bbls, $65, Finance, 

17 bbls. 74 kegs, $1,484, Minnetonka, London G bbis, $31, Maracas, Trinidad 
16 es, Pretoria, Hamburg 2 bble, $9, Valencia, Hayti 

4 kegs, $7 Hekla, Christiania 6 bbis, #8 matansas, Tampico 
1 cs, $19, Buffon, Manchester 11 bbls, § ‘“aribbee, Demerara 
16 cs, S206 _Seriphos, Marseilles 10 bbls, $52, R salind, St Johns 
20 kegs, , Idaho, Hull 2 bbls, $11, Tjomo, Progreso 

” bbls, 3 cs, $479, Vigilancia, Vera Cruz 20 bbis, $114, Mexico, Havana 

1 bbl, $10, frene, Sierra Leone 7 bbls, $37, Zulia, Maracaibo 

D bbls, $108, Zulia, Maracaibo 2 bble, $11, Curacao, Curacao 









COAL—20 bl Vera Cruz 





$78, Esperanza, 





tes, $40 Zulia, Curacao 


















2 bbis, 10 ke 2 es, $210, Mexico, Havana 6 bbls, $: rrinidad, Bermuda 

1 bbl, 2 cs, Curacao, Curacao TURPENTINE—2 cs, $12, Carib II, Porto 
PEPPER—2 bes i, Finance, Colon Cortez 

10 bes, $94, Trinidad 20 cs, $90, Cuzco, Callao 

4 bes, $59, Valencia, Hayti 200 cs, $1,345, Cuzco, Valparaiso 

10 bes, $120, Maranhense, Para 300 es ,$168, Cuzeo, Guayaquil 

7 begs, $103, Esperanza, Vera Cruz 125 cs, $748, Antares, Adelaid¢ 

h bes, $66, Caribbee, Demerara 1 bbl, $30, Uller, Demerara 

2 bes, $24, Cienfueg Cuba 18 cs, 1 hf bbl, $154. Finance, Colon 

+ begs, $46, Zulia, Maracaibo 00 cs, $2,124, Ripley, Buenos Ayres 
PETROLEUM—(See Petroleum Clearances on 5 es, $19, Valencia, Hayti 

page 28.) 1,000 cs, $6,000, Armadale, Sydney 

PETROLEUM JELLY-—1 cs, $19, Uller, Deme- 2 bble, $59, Baker, Port Antonio 


Alexandria 







oO es, $3,100, La Fiducia, 








. Maracas, San Fernando 66 cs, 3 bbls, $517, (Maranhense, Para 
*s, $453, Llandaff City, Bristol 250 es, $1,¢ Halizones, Buenos Ayres 
1,944, Minnetonka, London 2 cs, $13, Caribbee. Barbadoes 
Lucania, Liverpool 10 cs, $65, Tjomo, Progreso 
, Astoria, Glasgow 6 cs, $50, Cienfuegos, Cuba 
Curacao, Curacao 10 es, $66, Rosalind, St Johns 
100 begs, 15,000 Ibs, $750, Lucania, 1 bbl, 1 cs, $34, Trinidad, Bermuda 
siverpool 3 bbls, $78, Buffon, Mancheeter 
1 bg, $10, Finance, Colon 2.000 cs, $11.800, Torrisdale, Sydney 





10 bes, 56.280 Ibs, $3.578, Pretoria, Hburg 50 cs, $218, Mexico, Havana 
100 bes, 13,958 Ibs, $700, Seriphos, Marseilles 4 cs, $21, Curacao, Curacao 


PANKREON, TRIFERRIN, 
LYGOSINE PREPARATIONS, 


DRUG REPORTER 


sass ene og 8 bbls, $72, Finance, Colon 
$101, Rosalind, Halifax 
pA ANIL LA BEANS—62 cs, $9,172, Pretoria, Hbg 
VARNISH—7238 gis, $1, O60, Statendam, Rotter- 
dam 

90 gis, $100, Armenian, Liverpool 

220 gis, $379, La Lorraine, Havre 

30 gis, $76, Cuzco, Valparaiso 








120 gis, $ Finance, Colon 
240 gis, Maracas, Trinidad 
100 gis, $106, Maranhense, Manaos 


230 gis, $200, Matanzas, Tampico 
190 gis, $175, Esperanza, Havana 
20 gis, $14, Tjomo, Campeche 
60 gis, $65, Cienfuegos, Cuba 
132 gis, $150, Rosalind, Halifax 
7U gis, $197, Langfond, Barcelona 

s, $14, Trinidad, Bermuda 
gis, $1,220, Minnetonka, London 
’ gis, $2,081, Pretoria, Hamburg 
gis, $690, Prinzess Lrene, Genoa 
gis, $602, Vaderland, Antwerp 
424, Astoria, Glasgow 
220 gis, $210, Hekla, Copenhagen 
462 gis, $415, Seriphos, Marseilles 
5,746 gis 008, Bordeaux, Havre 

























4) gis Seriphos, Tunis 
20S g 15, Mexico, Havana 
10 gis, Curacao, Curacao 


WAX, BEES’ Pretoria 
Hamburg 
PAR—120 bbls, 100 es, 5v begs, 


3,465, Statendam, Rotterdam 


5,628 Ibs, $1,510, 


GO,CaS lbs, 












1,319 bbls, 406,007 Ibs, $20,260, Aurania 
Liverpool 

25 begs, 5,000 Ibs, $515, Finance, Colon 

SO bbi (OO bes, 180,205 Ibs, $8,540, Pe 





Trieste 
24,497 Ibs, 


conic 
100° cs, 
Bristol 
1,000 bes, 
Tampico 
505 bbis, 225 bes, 175 
iana, St Petersburg 
560 bes, 78.104 Ibs, $4,825 
Cruz 
1,: bbls, 155,508 Ibs, 
Lisbon 
200 bbls, 
jon 
2,836 bbls, 
London 
152 begs, 
werp 
560) bes, i 
1,860 bbls, 57 
chester 
50 bbls 
Marseilles 
DO bes, 5.510 Ibs, S344, nia, Port Limon 
WHITE LEAD—105 kegs, $602, Finance, Colon 
1 bbl, $ Esperanza, Vera Cruz 
kegs, i. Irene, Sierra Leone 
Ww kegs, 29. Mexico, Havana 
WHITING—2 bbls. $4, Cienfuegos, Cuba 
14 bbls, $22, Mexico, Havana 
WOOD FILLER—10 kegs, S50 
Rotterdam 
ou cs, 20 kegs, $4095, Minnetonka, Ls 
2 es, $40, Hekla, Christiania 
ZINC ASHES-71_ bbls 15.016 Ibs, $1,410 
Liandaff City, Bristol 
261 bbls, $4,7 Llandaff City Swat 
DROSS—205 slabs, 17.647 Ibs, S675, 
dam, Rotterdam 





$1,200, Liandaff City, 


145,872 Ibs, $8,744. Matanzas, 





45 lbs, $8,762, Louis 





Esperanza, Vera 








$6,770, Langfond, 


40,865 Ibs, $2,400, Langfond, Gi 


805,780 Ibs, $44,495, Minnetonka, 


51.40 Ibs, $2,510, Vaderland, Ant 
Ibs, $4,220 


-214 Ibs, 


Frieda, Venice 
.710, Buffon, Man 





oO) es, 24,870 Ibs, $1,151, Seriphos 


SS; 











Statendam 


mdon 













1 bbl, 1,478 Ibs, $50, Llandaff City, Bristol 

pes, 55,686 Ibs, $2,267, Liandaff City 
Swans 

oS slabs, 3 bbls. 16 pes, 15,000 Tbs, S547 


Arabic, Liverpool 
25 slabs, 3 bbls, 15 pes 
Lucania, Liverpool 
OXIDE—W bbls, 11,025 Ibs, | $550, 
Venice 
HM) bbls, 
London 
100 bbis, 22,050 Ibs, 


OTE Tbs, $2,700 


Frieda 


88,160 Ibs, $4.000, Minnetonka 


$1,000, Astoria Glas 





gow 

150 bbls, 33,075 Ibs, $1,000, Seriphos, Mar- 
seilles 

S50 bbls, '87,425 Ibs, $5,000, Bordeaux 
Havre 

1) bhis, 22.400 Tbs, S1.000.Idahe, Tull 


WILITE—4 bois, $72, Zulia, La Guayra 


Boston Exports, 


30 Dbis, $1,200, Kachem, Tool 
ASPHALTUM—6 bbls, $28. Sachem, Liverpool 
CANDLES—® pkgs, $57. Olivette, Halifax 
CASSIA bls, $23, St Croix, St John 
5 bis, $23, Olivette, Halifax 
CASEIN SIZING—S4 bbls, $1,564, 
Hamburg 
17 bbls, $442, Cambrian 
103 bbis, $1,994, Teutonia, 
GLUE—1W bbls, $268, Sac 


ACID LACTIC 









Pontos, 


London 
Rotterdam 
m, Liverpool 











19 pkgs, 38 certs, 20 bes, $6,285, Columbian, 
London 
1 bbl, $19, Olivette, Halifax 
FISH—9 bbls, $315, Ivernia, Liverpool 
3 bbls, $152, Pontos, Hambur 








16 bbls 





$300. Cambrian, Lone 
) bbls, $650, Caledonian, Manches 











GREASE 
ter 
4 bbis, $65, Halifax, Halifax 
1 bx, &8, Olivette, Halifax 


300 bbis, $8,080, Alexandra, Copenhagen 
HERBS—18 bls, Pontos. Hamburg 
INDIGO EXT—% bbl, $9), St Croix, St John 
NB 
ISINGLASS—1 cs, $75, Alexandra, Copenhagen 
OIL-—1 bbl, $26, Admiral Dewey. Jamaica 
51 gals, $10, Olivette, Halifax 
15 pkgs, $74, Olivette, St Pierre 
ENGINE—1 bbl, $26, Admiral Dewey, Ja 
maica 








MEAL—® begs, 865, Prince George, Yar 
mouth, NS 
OLEO—G65 t $13.720, Teutonia, Rotterdam 
PAINT—S8 cs 6, Olivette, Halifax 















2 pkgs. St Croix, St John, N GB 

6 kes, $30, Boston, Yarmouth. NS 
POTASH—1 dr, $8 Olivette, Halifax 
PUTTY—1 bbl, $15. Boston, Yarmouth, N 8S 

2 pkgs, $20. Olivette, Halifax 
SAGE—2 bbls, § St Croix, St John, NG 
SOA 11 bxs, 2. Halifax, Halifax 


Bohemian, Liverpool 
a) Cretic, Liverpool 
10 bxs, $40. Boston, Yarmouth, NS 





10 es, $1 »., Cambrian, London 
STOCK—5 bls, $9,376. Sachem, Liverpool 
SODA, SULPH—1 bbl, $8, Boston, Yarmouth 
NS 
SODIUM PEROX—1 es, $40, Olivette, Halifax 
STARCH—2 bbls, H Prince George Yar 





mouth, NS 
“ bbls, $160, Cambrian, London 





1 bxs, $18. Olivette, Halifax 
TALLOW—1 bx. $10, Sachem, Liverpool 

1 bbl, Olivette, Halifax 

125 tes, 94, Alexandra, Copenhagen 





225 tes, $5,472, Teutonic, Rotterdam 
VARNISH—1 bbl, $38, Prince George, Yar 
mouth, NS 
WOOD SPIRITS—SO drs $6,100, Cambr 


London 
ZINC DROSS—24 bbls, $840, Ivernia, Liverpool 


GALLOGEN, 
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Philadelphia Exports, 


ALCOHOL, WOOD—86 drs, 
AMMONIA—30 cyls, 
Manchester 
CARBON BLACK—50 es, Eagle Point, 
DYEWOOD BEXT—200 bbls, Haverford, 
GLUCOSE—300 bbls, Manchester 

Manchester 
60 bbls, gle Point, London 
Y Minnesota, Swansea 
bbls, 297 tes, Haverford, Lpool 
A fagle Point, London 
oRAL—t Hoo bbls, Haverford, Liverpool 
ford, Liverpool 
begs, Haverford, Lpool 
suenos Ayrean, Glasgow 
Point, London 
Liverpool 
Manchester Exchange, Man- 


Lndn 
Exchange, 


Eagle Point, 
Manchester 





London 
Lpool 
Exchange, 















Eagle 
Haverford, 
154,213 gis, 


or 


2.500 gis, 






ster 
38,825 gis, Minnesota, Swansea 
MINL COLZA—5,056 gis, Buenos 
Glasgow 

%,151 gis, Eagle Point, 
gels, Haverford, 
gis, Manchester 


Ayrean, 





London 
Liverpool 
Exchange, Manches- 
VAINT—56 cs, Buenos Ayrean. St 
ROSIN—350 bbls, Minnesota, Swansea 
SOAP—500 bxs, Buenos Ayrean, Glasgow 
1,000 bxs, Manchester Exchange, Manchest: r 
1,500 bxs, Minnesota, Swansea 
1,000 bxs, Haverford, Liverpool 
1,250 bxs, Eagle Point, London 
STARCH—S00 bgs, Manchester 
Manchester 
TALLOW—150 tes, Haverford, 
WAX, PAR—345 bbis, 
Manchester 
N00 es, Minnesota, 
251 bbls, 5O « 
270 bbls, I 
». DROSS 
Swansea 
SKIN—72 bbls, 
chester 
73 bbls, 


Johns 






Exchange, 


Liverpool 
Manchester Exchapge 


Swansea 
Haverford, Liverpool 
* Point, London 
bhis, 3S cks, 





Minnesota, 


Manchester Exchange, Man- 


Minnesota, Swansea 
Baltimore Exports, 


ASPHALTUM—200 bbls, 
150) bbls, 
BARK 


Statia, 
Ohio, Rotterdam 

) bes, Statia, Havre 
3 bbls, itia, Havre 
mR TONGUE bls, Ohio, Rotterdam 
( 


Havre 





OL ‘AK E—4.855 bes, Ohio, Rotterdam 
COTTONSEED—400 bbls, Ohio, Rotterdam 
UB—H60 Dbis, Ohio, Rotterdam 
260 bbis, Statia, Havre 
OLEO—1,246 tes, Ohio, Rotterdam 





STARCH—1,400 bxs, Ohio, 
WAX, PAR—250 bbls, 


Rotterdam 
Ohio, Rotterdam 


New Orleans Exports. 


bxs, Excelsior, Havana 
MEAL—450 tons, St Jan 






Sardinia, Havre 

Dortmund, Hamburg 

0) bbls, Mechanician, Liverpool 
Sardinia, Antwerp 

Sardinia, Hamburg 


163 bbs, 
100 bbls, 


OlL-—-2 bbis, Beverly, Belize 
1 bbl, Volund, Ceiba 

COTTONSEED—130 bbis, Hereules, Hamburg 
2,896 bbis, Mechanician, Liverpool 


830 bbls, Dortmund, 
200 bbis, Portugalete, Rotterdam 
OLMO—465 bbis, Portugalete, Rotterdam 
PETROLEUM--5 cs, Volund, Ceiba 
2 drs, Alabama, Bluefields 
SOAP—1,086 bbls, Mechanician, Liverpool 
124 bxs, Leverly, Belize 
10 bxs, Alabama, Bluefields 
*“ALLOW—6 bbls, Excelsior, Havana 
TARSS bbls, Beverly, Belize 
on IPOLI-—wo bes, Portugalete, Rotterdam 
"KPENTINE—3O es, Excelsior, Havana 
2 hf bbis, Nicaragua, Bluefields 
1 bbl, Alabama, Bluetielde 


Hamburg 








Galveston Haports. 











SOAL STOCK—200 Ibs, $800, Orion, Liverpool 
San Francisco Exports, 
\CID—S) pkxes, City f Peking, Salvador 
BONE ASH—2 bbls, Queen, Br Columbia 
BORAN Ibs, City of Peking, Mexico 
CANDLES xs, City of Peking, Costa Rica 
40 bxs, Archer, Honolulu 
#1 bxs, Neve Kahului 
FERTIL ALE R—2 Ibs, Archer, Honolulu 
Gh Cos O48 Ibs, Queen, Br Columbia 





GRMBASE—1 bbl, 5 es, City of Peking, Mexico 
365 Ibs, City of Peking, Guatemala 
12 cs, City of king, Salvador 

GtUM—t1 es, Queen, Br Columbia 
I es, Nevadan, Kahului 

















PAINT—3 pkgs, City of Peking, Menxic 
I) pkgs, City of Peking, Guatemala 
> pkgs, City of Peking icaragua 
y City of Peking, Hi mduras 
Archer, Honolulu 
§ Queen, Br Columbia 
SS pl Nevadan, Honolulu 
IS pk Nevadan, Kahului 
PLUMBAGO-—S76 Ibs, Queen, Br Columbta 
VPUTTY—200 Ibs, Nevadan, Kahului 
QUICKSLILVER 25 flasks, City of Peking, 
Mexico 
RED LEAD—12 kegs, City of Peking, Guate- 
mala 
SOAP—4 bxs, City of Peking, Guatemala 
10 bxs, City of Peking, Costa Rica 
Iho bxs, Areher, Honolulu 
15 bxs, Nevadan, Honolulu 
178 bxs, Nevadar Kakului 
SUDA—10ue Ibs, City of Peking, Mexico 
4.780 | City f Peking, Salvador 
11,975 1 of BP eking. Nicaragua 
3.952 Ibs, Cit Peking, Handuras 
\SH—7.158 Ibs. City of Peking, Nicaragua 
SILICATE—1h bbls, 20 pkgs, City of Peking, 
Nicaragua 
STARCH —-224 Ibs, Nevadan, Honolulu 
720 Ibs, 10 cs, Nevadan, Kahului 
: MAC 1.015 lbs, City of Peking, Mexico 
PALLOW—9,925 Ibs, City of Peking, Mexico 





Ibs, City of Peking, Guatemala 
6 lbs, City of Peking, Nicaragua 
rAR-—S8 bbls, City of Peking, Guatemala 
( bbIs, City of Peking, Salvador 
VARNISH—6 es, Ciiy of Peking, Guatemala 
ies, City of Peking, Salvador 
5 es, Nevadan, Kahului 
WHITH LEAD—18S_ kegs, City of Peking 
Guate-mala 
120 kegs, Archer, Honolulu 
“+e 
CHARTERS, 
rr Nowing i u list vessel hartered at 
prit pal port during the past week to cor 
Ve) ' ucts t I ! n An ican rt 
I ILIZER—S« Dy Maris Brown from 
irteret to Alexandria, $1.10 


“EUPYRIN, 


TRIFERROL (Liquor Triferrini) 


C. BISCHOFF & CO., 88 Park Place, : ; ; 


NEW YORK, 








46 











KAINIT—Br str Larne, fr y Ss ‘ q ar 
vannah, 68 10%4 from Weser to Sa 102 bbls, order, C R Rot NJ Bark, all other.............. 187 LSUE-T GUIONRY OTE5.6506sciicces cesses jode 21,242 
LOGW . : 120 tcs, W D Vandenhove & Co. H R R R | Barytes, carb 604 o7 Suma 1,918 5.305 
HGWOOD—Brig Sullivan, from Jamaica to 100 t H W Calef F RI 3 ip COPD. cece ccc csevece ) 1,270 Sees eeeseee ee ’ ’ ve 
Chester, N Y, or Sound, p t 25 bhi. NY Petco, FRU WENN Wise itecnsbessdisevcs 380 one | cates 600 7 
Br ich Laura, from Hayti to north of 37 bbls, W D Vandonhove & Co. WS RR | Bleach. powder.............. 701 4,263 | Ultramarine .......2...0.022. 400 6,335 
SODA NITRATE—B —— 19 bbls, H W Calef, L V RR Brimstone .......-....sessees 18,214 | Vanilla beans.............-.+- 52 41,363 
A NITR4 t—Br str Jaunita North, from 7 bbis, H W Calef, WS RR DEORSS POW. ooccccvcccvvcse OAT WHOMIEE. <i vc vicwiccwcetceve 0? "957 
West Coast So America to north of Hat- 85 tes, Export, L V RR . ‘ae (1-1 roel Rel el ea adda he a4 
teras, p t a 8 , Export, IL, a a ee ee 363 20, 9GS | VORECO CUED sc ccccccsscccvecee 34 224 
77 bbls, W D Vandenhove & Co, PRR ‘ha ar y , ¢ 
. CRB ci ereccdetccevseveess 71 | Whiting .........ccceeseeeees 190 199 
a aanees 1 ev to uh as" 5 R az Sante 1 Chem. salts Ra coe 11 a9 MPM MOORES, oc cecieie ces 425 2,660 
— - - TAR— »bls, E Schesnikaw, Jacksonville : ENGL E NS eC sores sews Je Si ‘ssid ahaa ie ci Naples ’ 
NEW YORK DOMESTIC RECEIPTS. 218 bbls, order, OD § 8 L CMOOEY: Srsesccviers ci dedsvees 40 tee ‘aii HAMS 
> . ™ 7 bbls, order, Savannah CHEERS OF. MMS, .ccccccveccees BG 5,132 nnet 27 "56 
— For week ending Sept. 1 3 bbls, H C Dusenbury, Wilmington COONEY. Sees caveccacseve é 50 6.497 ered. "1 i 
ALCOHOL—10 bis, S Kraus & Bro, D, L & W %) bbls, F W Blossom, Wilmington Cobalt se 6 2 926 | Alcohol 0 D380 
_RR 12 bols, Baily & M, Wilmington Cutie tane...........c.. m4 eal Bismuth + 2,100 
WOOD-—8 bbis, order, F R L ..v bbls, order, Wilmington ei ~ Bee MORE) WORE 5:55 s0 von o3e.0065.54 8 820 
+4 bbls, 2 drs, W S Gray, F RL TURPENTINE—41 bbls, order, OD SS L Dragon's blood............++. 4 BP CME. ccavilccceccccvescesssy “SOO 10,749 
BARK. a Rogers & P. LVRR s 55 bbis, Baily & M, Jacksonville POWOON BGs ii ic ieticcsivers 219 QE POD: bach cvccuovevreuiwuces 201 681 
o.oo @ Whe begs, Peek & Velsor, 600 bbls, order, Savannah POO BOUMGR cs ccc cccccessesesve 15 GBD | GINMWEr 2... cc ccesecssscsecece 434 1,618 
EXT_-25 bbis, order ODS SI 156 bbls, Tolar, H & Co, Georgetown Flowers, cham...........00. ‘ 107 1,888 | Mace ..ccceeccrevceccecereves 6 2,720 
BARYTER wee onuer : SSL. 16 bbls, Melchers & M, Georgetown SE ba kos bee oc ou kaw 50 1587 Mustard 190 4.708 
BEEeW Si »bls, order O D 558 L 29 bbis, Baily & M, Georgetown All eM in S05 ee | é oe Nutmegs .. 600 8,138 
EESWAX—1 pkg, order, 0 D 8 8 1 42 bbls, F W Blossom, Wilmington SAREE OSREE s So ce vied pews ee ewes 150 4,989 | Pepper 6,220 101,670 
CLAw-ae teen orden, sacks 25 bbls, F_S Clark, Wilmington Fuller’s earth. ..........+.+. 350 275 | Pimento 2839 19,341 
“tip = mee: x er, Jacksonville 5 bbls, B Moore, Wilmington RUUNEEOE, Sb dsveediedvisccsscues 8,214 61,428 | Corkwo0d ...ccccccccccssvcecs ae 45,358 
2 , aper Co, ¢ harleston 100 bbis, M W Larendon, Wilmington SEED bciu hich ict ve cree oe 183 5.280 | Fustic .cccccegercccccccccvves seve 275 
142 cks, R McNamee & (o, Charleston 23 bbls, Tolar, H & Co, Wilmington CONS ies co ee a avan | Candles ..... SeNeciviievreves< S408 642 
ip cks, 1,446 begs, order, Savannah 6 bbls, Baily & M, Wilmington Gum. arat £6 Ee Ee cde tee at 104 9, 765 SN les evvibbubeveusrasevesece aeus 2,914 
170 bags, Owl Comm’! Co, Jacksonville 73 bbls, order, Wilmington ee renee Se Pete ee sete aes 420 ee EC eye 6 cue eviede sede 2,315 
_18 cks, order ODSSL SOO bbls, order, Brunswick Asafoetida .......ceeeeeeees 65 Tee CEA [ Metberieerivesveusds © suas 6,881 
DEER TONGUE—12 pkgs, order, Jacksonville 200 bbis, Paterson D Co, Brunswick eee eke aKa cedescewar uw 205 | Powder, polishing............ o453 600 
47 pkgs, Weaver & S, Jacksonville _. 500 bbls, Paterson D Co, Jacksonville DUE: Sxeews cavaalecctrene 68 SOIR | BEBO ROG csc svccvecvccccvves 897 1,673 
FLAXSEED 80,000 bush ine Co, C VANILLA BEANS—25 es, order, Galveston MLS HN ivi ncbticncesacesie 1,750 23,783 | Seed, canary...........-+.++. ane 1,078 
‘LAXSEED—89,900 bush, Amer Lins Co, Canal “ Camphor : ocean COPAWAY soci cescceveveccces 101 520 
GREASE~7%5 tes, TG Pergamente, H RRR eee Di Renee. oreo seessevesone oo 2,727 CAPGRMOM oi ccessscser 17 45 
2 8, export, WS RR , » Reo AMAL veer eeeesseeeeceeenes 359 NE CUE Siidacectctetvscetaves “ae 2,704 
4 bbis, order, FR L sieteni on Receipts, Gamboge ............se00008 5 352 Cumin puCeh sy ei edews uate 135 "653 
a5 tes, Davis Oil Co, H RRR At New York for week ending Sept. 1, 1904. EE Wespaeerdvhenssaeseeces ASS 6,033 WUNNOGR 6.060 we dctuscuduce io 1,62 
i. oe T G Pergamente, E RR For Since NE 5 SEVEN uni S00 0op dae 300 8,948 BIGMP cecccccccvcccsscesecve 600 2,508 
13 bbis, order, O D 8 8 L ake Oliban 7 a Res cibecivystsekseaesa 2 17 
75 bbis, Geo H Leonard & Co, P RR wet Jan. 1. EMER . sicvvcscvecvssseece 3 58 Mustard 951 11,928 
HIGHWINES—80 bbls, Colonial Dist Co, EB | QicQhOl bbIs....seeeseeeeeees 10 SHOT CRRAEEG cicccscccccsanccoves 5 ee GET acti te ccavecccacres: 02 090 
an 8, st Co, E | Beeswax, pkgs... .-e.. ee see: 1 BUTE, “MEMES rovers Veiccdanvieedis ae’ 4,900 319,764 | Other 20.00.0005; as 2/62: 
8) bbls, Nat Dist Co, D, L & WRR alae anaes — 3,801 TEROOEEN 6550.kasccceess's 21 "333 | Soap, cas 20 1,004 
10 bee ngel , L&W R So. Cottonseed, bgs..............- 5 ee SE Sd Gadeccus vedere ss 1 All other... 0c ceesceeeeeeee 122 10,521 
320 bbis, Globe Dist Coc! . 6 ys as A MOD,  WBBs cecccececsscccees tee a eeeee Glue Be a gee een ae ee : 601 15,211 sien, panics Secu tneetencey a 100 
80 bbls, E J Markey, D, L & W RR See Eeereseseitasvevsccses ste tases INGIGO «- sees eee eeeeeesoeees SOO EN GEIGN. occa srecttssicnseenes 1,130 
80 bbls, Amer Dist Co, D, I cWRR _Meal, Mean e Ree TE h CeCe ee reas 4,430 EE. ek weave air cekee<iwws 42 2 473 Pe peont pets plied tb cdo ot aa ane lee * sex gon 
. im /Le& tk Flaxseed, bush ey ¢ 2 #405 TAPlOCa .vccccsesccccccsvcess 1,485 5,623 
% bbls, United W & T Co, D, L & W RE] Glucose ” aS ne ae eae 900 1,440,000 | Juniper berries............... 325 853 TO svandeeeeeedbesasveues 2,009 6,788 
80 bbis, S Kraus & Bro, D, L & W RR ame tes SUMEE TE SOMO 5 ia0 sc sevebvecsteaces on OT WE cere cere cstereretesecene i 6,727 
160 bbis, J Marcus, D, L & W RR tek@ines. bot S158 | Locust heahe eres a ann 
LBAD—6,008 pigs, Amer 8 & R Co, Galveston | | ee age 54,747 RemiamiatT ee se = ph Tee ae at 
6,500 pigs, Balbach S & KR Co, Galveston M ad, pigs. . 418,147 | Magnesium ............-+++45 i4 181 : : . 
MUSTARD SEED—500 bags, Materne & H or oe ee RRL RI MMB cco se ce ee ee 11.243 (Special Correspondence to the Reporter.) 
\ “ , cake, bgs. 421 ¢ 7 Save ” ns 
Ol, CARE 0% bags, McLaren & M, ERR | Gottonsecd tow. ee 1 2! Refund of Tax on Export Bills of 
{GAKE-025 bags, McLaren & M, HR R = > lla EES | OPCRING Tid. i...000 0.00500. 5 230 P 
3,220 bags, export, L V RR Lard, bbIs.... 02.6. .seee scene 2,721 | Oxide, zine. ........ ec cece eees 270 3,772 Lading 
6,751 bags, export, D, L & WR R eee Sets eee Se | Os SBOE s+ 5=r0e od aes os i 357 : 
or pass, MeLaren & M, HRRR Oleo, stock, tes ttteeeeeeeeeees 131,407 Aniline Picea sa 7 7.312 Washington, Sept. 2. 1904. 
COTTONSEED _13 tank cars, W J Wilcox Quicksilver, flasks........ ‘ cnn 4.63 ‘ — aA SA Sa ees? a 515 The Commissioner of Internal Revenue, 
Co, WSRR , a Rosia, bbls... ara elvis’ bhai a Seneasiet Mtoe eer ys sae saws <0 yo after mature consideration, has made a 
Bt . . ~~ 7 BORD GLOCK, DOB. cc ccrcecssees 91 ETBOL ceesressesesesssece OD ASE , > , rj > gy 2 
: ra bg Ra a BF o. a -. ete eR, WERE aas cae ccesssu sess 1.816 OQUSNOF GsGs cco Paicackevee, 2 537 comprehensive ruling with regard to the 
2,075 bbls, "Amer Cc Oil Co New Orl en ON,  WEs 0s 45.00.0000 60.608 252 Caraway ...... 7 236 allowance of refund of tax paid on export 
1,449 bbis. order, O DS BL re OL vane ad SE ae ee on 705 bills of lading, which tax was held by the 
617 bbls, Hopkins, D & Co, Charleston aa * y 240 CUGSHIWEER:, osc coche ack 17 663 United States Supreme Court to have 
- = ~ » : . ‘ ac i | Seen eerees, COSTES SFT CRG OE ee VIS at 
ons bbis, order, Tovenneh Tallow ae dle eS a Ne 656 44 Oto KSOR ee aacce ys s.a74 | been unconstitutionally assessed. The re- 
: ) e $ é EEE oerviareuwe aed af O78 ee 8, . 
2,000 bbis, Hopkins, D & Co, New Or- Fare UN «+o coast 21,40) | Cocoanut 6,800 ge ne a ge ~ 
leans irpentine, crude, bbls... 1,580 CGNER binveweraserens ks g9 | which was contende yy many claim- 
7 tank cars, order. DUL&WwRR erty, WU. cc vecdscvecs 79,550 WE Spee ei San Cie edi on kere 8,260 | ants were practically prohibitory, have 
00 bbis, export, B & ORR -— Lavender ......... > ¢ rerv ¢ rially. es ‘iallv 
LINGEED'-Ln uble, Ames Line'Co, D, L & oe - MNO: Crh tk disana edu ats 1,809 been relaxed very materially, especially 
WRR Boston Domestic Receipts, MMON: occcccsccseveccescece 9,123 | with reference to the requirement that all 
140 bb's, T R Bagot, WS RR aiid sein ‘ite th Myrbane ......... of 1,821 | claims must be accompanied by elaborate 
= ~s 64 drs, Devoe & R Co, D, b & | or ay_os chs, Chi cea sib Ri Boe SECS S HESS ROAD SE OAD 2 12,005 | schedules, setting forth the details of each 
1483 bbls, Macy & D, PRR GREASE 7 bbls, oy Gamne . eos eRe on transaction covered by the bill of lading. 
122 bbls. F 1 Cooledge, D, L& WRR TALLOW > bbls nite ........ semae The commissioner's ruling, which is of 
LUB—61 bbls, Lunham & M, PRR Se er rere a rere’ a “a special interest inasmuch as it applies to 
MARI ain bab, expert’ I as . Savannah Domestic Receipts, RONSTHOIY. «6. cec occ scocencse 9 161 all claims heretofore filed and not al- 
aU rn 4 the Ss, ©) Pt, fe eh . ee ee a ees 1 ss —— 
OLEO—954 tes, export, E RR Week ending Aug. 31. hence cas OEE CE 25 703 | lowed, is as follows: 
140 tcs, export, P RR ROSIN—15,241) bbls Sandalwood see sdsevees 2 22 oan second section of the act of June 27, 
i a eSee" TURPENTINE=4,136 bbls Phyme weeesseieeeiecsetees esate | Oe Sle ee See oe ae 
my SRO es o “i WG sive ccs eesecceriessece 11 1,633 ra. pgacies and ests uses 
B16 tes, LV RR an a Other eas..--.-ssssosee. ee oR A 
115 tom, “ctnnan & Co “Rr I ‘ " maw Cas 1s Domestic Receipts, All other wo 1,085 | der the act of fone 1, 1808, an jar aller 
5 "s, a 0, > , 7 , PUG OURO ccesccccccccsvccsse S 9 » ac > se } \ P > 
ROSIN—10 bbls, order, Savannah , Week ending Aug. 31. bo Es PPro rrr erier 5 54 | purposes,’ provides:— 
PITCH—306 bbls, order, Savannah COTTONSEED—5) bes Paints, unspevified.......... at 16,518 ‘“*That the Secretary of the Treasury, under 
| 20 bbls, order, Wilmington PETROLEUM, CRUDE—1,101,870 gis, Port MOTH TAUG. 6656 <5.ni60s00 37 1,229 | rules and regulations to be prescribed by him, 
POTASH—4 cks, order, D, L& WRK B Arthur ORES FSI ae ee ee iD 407 be, and he is hereby authorized and directed to 
23 cks, order, H RRR rALLOW—3 1 : ‘ refund, out of any money in the Treasury not 
2 2 — 2 o5 ALL 3 bags Chrome yellow........ 7 280 | otherwise neees riated. | cl ae one 
1 - 8, order, P Se COIGtREE «65000053 A 15 “ te Tae SRercpresee, sume pes su aie a 
ROSIN Tass bale order © DSSI rol ‘ IMP Pere eee tS ear es eoee 55s such hacer taecaaian sees wane oe ae 
tOfIN—S Is, order, S § ’ TOT. Ts a i SS c i . ‘ > such ste s represe g taxes whic rere : 
3,760 bble, Paterson D Co, Jacksonville i eae aT Dw VOR. aa St REN AA Pan A ae 2,181 legally assessed and collected.’ 
70 bbls, C Zoller & Co, L V RR a Grane diner, 1 145 “Department Circular 84 (int. Rev., No. 628) 
3,550 bbls, S P Shotter Co, Jacksonville In the following table we give the total im- Red lead aay 1'24y | Prescribed rules and regulations for the prepar 
200 bbis, order, Jacksonville ports (in packages unless otherwise specified), Sienna ... "457 ation of claims under the above provision of 
7 bbls, Baily & M, Jacksonville and their values at the port of New York, for Tuscan re 5 15 | Jaw, and regulations prescribed January 3, 1903, 
38 bbls, Melchers & M, Charleston tHe week ending Bent. 2 1904: : Umber ..... SN ieee oF 29; | Published as regulations No. 14, revised said 
254 bbls, M W Larendon, Charleston 2. 5 SSeS ay Saves Venetian red....... loo 509 | Circular and provided additional requirements 
1,935 bbls, order, Savannah Quantity. Value. White lead... 28 nig | in preparing said claims, to wit, that each 
13,497 bbis, Paterson D Co, Pensacola GIROM,. PIM. pi vcs csevseueave 202 $9,798 | Pitch ......... SHEARS eT) +e | Claim should be accompanied by a schedule of 
44 poe aed H &o auaresown Window ..... 4,442 | Potash, bichro.............0 15 S04 oa of lading. giving date, sind of goods, 
, Melchers , Georgetown . G. plates = RE EOE Ak SS oti Le te 4 2.02 port from which and to which the shipments 
170 bbls, Baily & M, Georgetown Fie he.- ee EE ae: 541 Gaserio eer ee Bet oa, 380 ons were made, the names of the consignor and 
91 bbls, M W Larendon, Wilmington ae ne eRe Oe 1,501 CN ae uiis bet ieneas ce Ks 100 1690 | the consignee, and the means of transportation 
13 bbls, Tolar H & Co, Wilmington Acid, benzoic Fete e eee eee ee nes 7.401 EN on Soe ik ota eg 07 7'06h | employed, giving the name of the vessel. 
213 bbis, Baily & M, Wilmington Carbolic  ......+.. Persian berries............- 5 "216 “This requirement was to prevent the allow 
2 bole order, Wilmington | WON y tet thie aot Potato starch..........-..0005 630 3,760 | ance = hot 2 ea claims. = As has ae 
f 8s. export, Brunswic SOMMER, iby pig SP) Cpr ‘ ais rice nic u0% 25 2" 129 ound impossible in some cases and impractic 
SOAP STOCK—41 bbis, Hopkins D & Co, Char- it sie on Reg. antimony........ 106 2'79h | able in others to furnish schedules of the bills 
leston os hale SAAN Sang pak areas 2 ON es ace nee nee 4 171 of lading, and as the time in which such 
50 bbls, order, Savannah All other osc. seeeeee eens 20 a oo Shag nag 43 | claims should have been presented has expired, 
SPELTER—1,816 slabs, Nat City Bank, Gal- | Aniline colors..... 1,80 ON ey i his cod cso oh 264 | circular 84 (Int. Rev., No. 628), and regula- 
' eee i dace ; RG sccicvrdsasssesaecevesd mo PAPUAN, 6055. ston csceva'es 347 | tions No. 14, are hereby revised and modified 
SPONGE—40 bls, Lasker & B, Jacksonville Ammonia, cart 10 Squills 115 | as follows:— 
6 bis, order, Jacksonville Muriate so CR oe oe a ke ce 7,274 “~The act authorizing the refunding of 
31 bls, Vollman Spg Co, Key West Me as ee ee 1! I a Bel rs ae 665 | amounts paid for stamps used on export bills of 
35 bls, A Moses Son & Co, Key West PRE severe ernserrcccsssoseces aoe NN Dene aes ce care 298 | lading was approved June 27, 1902, and the 
35 bls, McKesson & R, Key West 0) 2,282 ETA ere 138 | act of May 12, 1900, which provided for the 
29 bis, Leouse Cc & Co, Key West POD | vos cae tée ed eo reRes.e 142 ROE. aise Op naees Bae ¥9-44.008 49:0 389 | allowance for or the redemption of docu- 
12 bls, order, Key West PUEIAS . Cvdecrk a cncesenes see SS 6,999 DS -s'5 9.00:60 444688 0600056 5 75 | mentary and other stamps, if presented with- 
#4 bis, order, Savannah Pe eee Ws ee ee ai 7,697 NUUEPALe 6c cece cccecscceseres 30 1,124 | in two years after the purshase of the stamps 
STEARINE—115 bbls, order, ODS SL aatein covaitio ; ae RnR, oo eo h 295 | from the government, was amended June 30, 
_, 125 bbls, Zucker I. & L, B&ORR ogee” emo na ene ceey soe ee ST SSPeererr rer repre Te 44 470 | 1902, so as to extend the allowance to any 
TALLOW~—S bbls, order, OD S 8 L Peru tate ee renee eeees 10 1,008 | Sponges .......... 21 1,214 | claim presented prior to July 1, 1904. Under 
69 tcs, H W Calef, D L-& W RR ay GUO... Gis Sadstawaceetaws oO 1,493 FT BLOATING 6. cc cccesorseopeepneve 258 2,149 | this amendment to the act of March 12, 1902, 
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J.L. & D. S. RIKER, 


#6 Cedar Street, . . « - 
Importers’ and Manufacturers’ Agents. 
SOLE AGENTS FOR THE UNITED STATES AND CANADA OF 


The United Alkali Co., Limited, of Great Britain, 


FOR THE SALE OF THEIR VARIOUS BRANDS OF 


NEW YORK. 
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no claim for the refunding of an amount paid 
for documentary stamps used on export bills 
of lading will be entitled to consideration un- 
less presented prior to July 1, 1904, 

‘**‘All claims, therefore, which may have 
been presented to the Commissioner of Internal 
Revenue, or the collector, or a deputy collector 
of any district, prior to July 1, 1904, will be 
entitled to consideration if prepared in the 
following manner and supported by evidence as 
follows:— 

‘If the original bills of lading with stamps 
affixed do not accompany the claim an affidavit 
must be filed showing why they cannot be re- 
turned to this office. 

“Tf the certificate of the deputy collector 
does not accompany the claim, showing that 
he has examined the duplicate bills of lading 
in order to verify the claim, such duplicate 
bills of lading shall be forwarded to this office 
or submitted to the deputy collector, in order 
that he may count the same and verify the 
claim. 

‘* ‘In cases where neither the original nor the 
duplicate bills of lading have been retained by 
the carrier or company making the claim, the 
deputy collector verifying the claim shall have 
access to the records in order to satisfy himself 
as to the number of bills of lading to which 
stamps to the value of 10 cents were affixed. 

"The affidavit of the claimant should show 
who paid for the stamps and whether the full 
face value was paid therefor. If such affidavit 
does not accompany the claim it will be as- 
sumed that the stamps were purchased at 1 
per cent. discount. 

“Claimant should also show in each and 
every case where the goods were transported 
over territory of the United States whether 
the one cent stamp required on domestic bills 
of lading was paid in addition to the ten cents 
exacted on foreign bills of lading. Unless evi- 
dence is furnished showing that the one cent 
additional was paid on each bill of lading for 
domestic transportation, it shall be deducted 
in adjusting the claim. 

‘**No claim shall be allowed except in the 
name of the party who purchased and affixed 
the stamps, except in cases where the 
claimant may have reimbursed the party who 
purchased and affixed the stamps, in which 
case the claim must be accompanied by a 
waiver from the party who purchased and 
affixed the stamps. 

‘*‘In cases where claims were not received 
hy the Commissioner of Internal Revenue prior 
to July 1, 1904, the collector or deputy col- 
lector, in their certificate, shall certify to the 
date when the claim was received by them. 

** ‘In cases where the deputy collector has not 
heretofore certified to the number of the 
bills of lading or copies or entries thereof ex- 
amined by him, in addition to the usual affi- 
davit on Form 46, the deputy collector shall 
also make affidavit on Form 6538, showing 
whether the claimant has exhibited to him 
the original shipping books or the duplicates 
or press copies of the original bills of lading 
to which the stamps were affixed on account 
of which the refund is asked, and whether he 
believes that the original bills of lading had 
stamps to the value of ten cents affixed there- 
to, stating also the number of bills of lading 
to which stamps to the value of ten cents 
were affixed, and in cases where the goods 
were transported over territory of the United 
States, whether there is any evidence that 
the tax of one cent, required on domestic bills 
of lading, had been paid in addition to the 
ten cents required on foreign bills of lading, 
and also whether he believes the full face 
value was paid for the stamps on account of 
which the refund is asked. 

‘“‘*The collector will make the usual certifi- 
cate required of collectors in claims for the 
refunding of amounts paid for documentary 
stamps and forward the claims to the Commis- 
sioner of Internal Revenue, who will have them 
examined and disposed of as claims arising 
under the act of May 12, 1904, are now dis- 
posed of. 

“In any case where the Commissioner of 
Internal Revenue may think it necessary for the 
protection of the government, he will require 
of the claimant that the claim be accompanied 
by a schedule as now required by regulations 
Mo 26°" 


rine ese = 
(Special Correspondence to the Reporter.) 


The Production of Barytes, 


Washington, Sept. 2, 1904. 

The annual report of the United States 
Geological Survey upon the production of 
barytes in 1903 gives some interesting de- 
tails with regard to the increasing use 
of this product as a white pigment and 
also calls attention to what is believed to 
be a profitable field for the American 
manufacturing chemist in the production 
of certain barium compounds which are 
now largely imported. The following is 
an advance abstract of this report:— 


The greatest use that is made of barytes is 
as a white pigment, and whereas formerly this 
use of barytes was considered as an adulter- 
ation of white lead, it is now recognized that 
this mineral itself makes a good pigment, 
Hlence, at the presert time, barytes is put on 
the market as a pigment, and in competition 
with white lead and other white pigments. It 
has a permanent pure white color, unaffected 
by the weather or by gases which, in some 
cases, will blacken white lead. The barytes can 
be used to advantage also in combination with 
either white lead or zinc white. With any 
decided increase in the consumption of light- 
colored paints there will be a corresponding 
marked increase in the demand for barytes; 
and the very noticeable increase in the pro- 
duction of barytes during the last few years 
is due partly to that condition of the paint 
industry. As, however, barytes is more and 
more replacing the other white pigments there 
is a noticeable increase in its production, due 
to this cause. Whatever causes may affect the 
paint industry, as any great increase or de- 
crease in the construction of buildings, will 
bring about a corr ding change in the 
production of barytes, Of the total production 
of this mineral about four-fifths are used in 
the manufacture of white pigment. The use 
of barytes in the manufacture of other barium 
compounds is also increasing. 

The chief source of supply of barytes is still 
the State of Missouri, the deposits being lo- 
cated in Washington, Cole, Miller and Craw- 
ford counties, with by far the largest produc- 
tion from the first-named county. There were 
no new deposits opened in any of these counties 
curing 1903, the production all being obtained 
from the same mines that furnished the supply 
in 1902. The Tennessee deposits, which are in 
Bradley, Monroe, Loudon, Cocke and Greene 
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counties, were worked much more extensively 
in 1903 than in the previous year. 

In 1903 Tennessee was the second largest 
producer of barytes. North Carolina and Vir- 
ginia have for several years supplied nearly 
the same amount of barytes per year, which 
has been obtained from old mines that have 
been worked for a number of years. The 
North Carolina deposits are in Madison and 
Gaston counties, with the larger production 
from the former; and those of Virginia are in 
Bedford, Pittsylvania, Campbell and Tasewell 
counties. 

In 1903 another State, 
to the producers of barytes, thus opening an- 
other source of supply of this mineral. Suf- 
ficient work has not been done, however, to 
determine definitely the quantity and whether 
the mines will yield a constant supply of the 
mineral. The deposit is located about two 
miles from Fredonia, Caldwell county, and 
eleven miles from Marion, Crittenden county. 

The Illinois deposits, near Cave in Rock, 
Hardin county, were further developed in 1903, 
but no production of the mineral was obtained. 

A new deposit of barytes has recently been 
discovered near Richville, St. Lawrence coun- 
ty, N. Y. The barytes vein has an average 
width of about two feet and can be traced inland 
for about 2,500 feet from the bay. It can also 
be traced out into the bay for about 240 feet. 
But little development work has been done on 
this vein beyond proving its continuity for the 
distances given above. 

The chief source of supply of imported ba- 
rytes is Germany. Small amounts of this min- 
eral are produced in the Provinces of Nova 
Scotia and Quebec, Canada. The total pro- 
duction of the Canadian mines was 1,163 short 
tons, valued at $3,931 

Barytes is also being mined at Colliers Bay 
(Trinity Bay), Newfoundland, and the produc- 
tion is increasing. In 1903 it amounted to 
4,300 short tons, valued at $8,600. A_ portion 
of the product was exported to the United 
States. 

The production of crude barytes in the United 
States in 1908 amounted to 50,397 short tons 
in quantity, valued at $152,150 at the mine, 
This is a decrease of 11,271 tons in quantity 
and of $51,004 in value, as compared with the 
production of 1902, which was 61,668 short tons, 
valued at $203,154. The average value per ton 
of the 1903 production was $3.02, which is 27 
cents less than the average value per ton 
($3.29) of the production of 1902. In 1901 the 
production of barytes was 49,070 tons, valued 
at $157,844, which is an average price of $3.22 
per ton. Although the quantity of the pro- 
duction of 1903 was greater than that of 1901, 
the value was less, the average price per ton 
being 20 cents less. 

The production of 1903 
Missouri, Tennessee, North Carolina, Virginia 
and Kentucky, which are given in the order 
of their production, Missouri being the largest 
and Kentucky the smallest producer. 

In the following table are given the quantity 
and value of the production of barytes in the 


Kentucky, was added 


was obtained from 





United states in 1902 and 1903, by States:— 

—— 192, ——>7/, —-——-1903. 
Quantity. Quantity. 
Short Short 

States. tons. Value. tons. Value. 
Missouri 831,334 $104,677 23,178 $77.712 
North Carolina, 14,¢ 44,130 6,835 21,347 
Tennessee ..... 3,255 14,647 *14,684 32,691 
Virginia ....... 12,400 39,700 5,700 20,400 
| eee 61,668 $208,154 50,397 $152,150 





*Includes the small production of Kentucky. 


As is seen from this table, there was a very 
large increase in the production of Tennessee 
in 1903 over 1902, somewhat more than four 
times as much, while that of Missouri, North 
Carolina and Virginia was considerably less. 

The annual production of crude barytes in 
the United States in the past ten years is given 
in the following table:— 















Average 
Quantity. price 
Year. Short tons. Value. per ton. 
184 25,335 $86,985 3.73 
1895 21,529 68,321 & 
; 46. 
58,29 
108, 336 
139,528 
188,080 
DOE v's siencdc voces sad £9,070 157,844 
PR Casc6seoerraewans 61.668 205,154 
BOOB bv cccvcsscecvese HOLST 152,150 
The year of greatest production was in 1900, 


when it amounted to 67,680 tons, valued at 
$188,089, or an average price of $2.78 per ton; 
but the year of greatest value was 1902, when 
the production of 61,668 tons was valued at 
$203,154, or an average value of $3.20 per ton. 
The variation in the value of the production is 
due principally to the greater or less quantity 
of No. 1 barytes that is mined. 

After the crude barytes is cleaned and ground 
its value is increased from $2 to $4 per ton 
to $7 to $14 per ton, these latter figures rep- 
resenting the value of the manufactured barytes 
ready for use as a pigment and for the manu- 
facture of other barium compounds. 

There is still considerable crude barytes im- 
ported into the United States, principally from 
Germany, with a small amount from Newfound- 
land, which, during the past few years, has 
been steadily increasing. In 1903 the imports 
amounted to 5,716 short tons, valued at $48,726, 
of manufactured barytes, an average value of 
$8.54 per ton, and to 7,105 short tons of crude 
barytes, valued at $22,777, an average value 
of $3.21 per ton. 

These figures do not represent all of the barium 
compounds imported into the United States, for 
besides the above manufactured and unmanu- 
factured barytes, there were imported in 1903 
other barium compounds to the value of $224,- 
539. The table below gives the kind and value 
of the imports of these various barium com- 
pounds in 1902 and 1903:— 





Barium Compound. 1902. 1903. 
Witherite, barium carbonate. $12,777 $35,762 
Barium binoxide............. 66,746 84,549 
Barium chloride.............. 46,905 68, 762 
Blanc fixe, or artificial 

ge SS er 35,466 





Total 52,361 $224,539 

The value of these barium compounds is very 
much greater than that of the natural barytes, 
this being especially true of the barium binox- 
ide. The artificial sulphate is valued at $25.72 
per ton, as compared with $9 per ton for the 
natural barium sulphate or barytes. All of 
these barium compounds, with the exception 
of the witherite (the natural barium carbon- 
ate), could and should be manufactured in this 
country from American barytes, and there 
should he a profitable field for the manufac- 
turing chemist in the production of these ba- 
rium compounds. 
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FOREIGN MAILS. 








Foreign mails for the week ending Sept. 10, 1904, will close (promptly in all cases) at the 
General Postoffice a sfollows:—Parcels-Post Mails close one hour earlier than closing time 
shown below. Parcels-Post maile for Germany close at 5 p. m. Sept. 5 and 12. 

Regular and supplementary mails close at foreign station (corner of West and Morton 
streets) half an hour later than closing time shown below (except that supplementary mails 
for Europe and Central America, via Colon, close one hour later at foreign etation). 


TRANSATLANTIC MAILS. 


direct, per s. s. Rotterdam (mail must be 
(supplementary 10.30 a. m.) for Europe, per 


TUESDAY (6).—At 7.30 a. m. for Netherlands 
directed ‘‘per s. s. Rotterdam’’); at 9 a. m. 
Kaiser Wilhelm II., via Plymouth, Cherbuorg and Bremen; at 11.30 a. m. for Italy 


8. 8. 
direct, per #. s. Prins Oskar (mail must be directed ‘‘per s. s. Prins Oskar’’). 
WEDNESDAY (7).—At 8.30 a. m. for Italy direct, per s. s. Liguria (mail must be directed 


“per s. s. Liguria’); at 11.30 a. m. (supplementary 1 p. m.) for Europe, per s. s. 
Baltic, via Queenstown and Liverpool (mail for France, Switzerland, Italy, Spain, Portu- 
gal, Turkey, Egypt, Greece and British India must be directed ‘‘per #. s. Baltic’’). 

THURSDAY (8).—At 7 a. m. for France, Switzerland, Italy, Spain, Portugal, Turkey, Egyat, 
Greece and British India, per s. s. La Savoie, via Havre (mail for other parts of Europe 
must be directed ‘‘per s. s, La Savoie’’). 

SATURDAY (10).—At 2.30 a. m. for Liverpool, Scotland and Ireland, per s. s. Lucania, via 
Queenstown and Liverpool (mail for other parts of Europe must be directed ‘‘per s. s. 
Lucania’’); at 6 a. m. for Europe, per @. s. Philadelphia, via Plymouth and Cherbourg; 
at 8.30 a. m. for Belgium direct, per s. s. Zeeland (mail must be directed “per s. s. Zee- 
land’’); at 8.30 a. m. for Italy direct, per s. s. Hohenzollern (mail must be directed “per 
Ss. 8s. Hohenzollern’’); at 9.30 a. m. for Scotland direct, per s. s, Furneseia (mail must 
be directed ‘‘per s. s. Furnessia’’). 

NOTICE.—Five cents per half ounce in addition to the regular postage, must be prepaid on all 
letters forwarded by the supplementary mails, and letters deposited in the drops marked 
“Letters for Foreign Countries,’’ after the closing of the regular mail, for dispatch by a 
particular vessel, will not be so farwarded unless such additionla postage is fully prepaid 
thereon by stamps. Supplpementary transatlantic mails are also opened on the piere of 
the American, English and French steamers, whenever the sailings occur at 9.00 a. m. or 
later; and late mail may be deposited in the mail boxes on the piers of the German 
lines sailing from Hoboken. The mails on the piers open one hour and a half before 
sailing time, and close ten minutes before sailing time. Only regular postage (lettere five 
cents a half ounce) is required on articles mailed on the piers of the American, White 
Star and German (Sea Post) steamers; double postage (letters ten cents a half ounce) on 


other lines, 
MAILS FOR SOUTH AND CENTRAL AMERICA, WEST INDIES, ETC. 

TUESDAY (6).—At 8.30 a. m. for Brazil, per s. s. Byron, via Pernambuco, Bahia, Rio 
Janeiro and Santos (mail for Northern Brazil, Argentine, Uruguay and Paraguay must 
be directed ‘‘per s. s. Byron’’); at 12 m. for Northern Brazil, per s. s, Hilary, via Para, 
Maranham and Ceara. 

WEDNESDAY (7).—At 9.30 a. m. (supplementary 10.30 a, 
Coast), Honduras (except East Coast), Salvador, Panama, Ecuador, Peru, Bolivia and 
Chili, per s. s. Yucatan, via Colon (mail for Guatemala and Cauca Department of 
Colombia must be directed “‘per s. s. Yucatan’’); at 9.30 a. m. (supplementary 10.30 a. 
m.) for Inagua, Haiti, Santa Marta and other places in (Magdalena Department, Colom- 
bia, per s, @. Alene (mail for other parts of Colombia, via Savanilla, must be directed 
“per s. s. Alene’); at 12 m. for Guantanamo and Santiago, per s. s. Yumuri (mail must 
be directed “‘per s. s. Yumuri’’); at 12 m. for Antigua, Martinique, Guadeloupe, Barba- 
does, Trinidad, British, Dutch and French Guiana, per s. s. Caprera (mail must be 
directed ‘‘per s, s.Caprera’’); at 12.30 p. m. (supplementary 1.30 p. m.) for St 
‘Thomas, St. Croix, Leeward and Windward Ielands, British, Dutch and French Guiana, 
per s. s. Manoa (mail for Grenada and Trinidad must be directed ‘‘per s. s. Manoa’’) ; 

THURSDAY (8).—At 8 a. m. for Cuba, Yucatan and Campeche, per s. s. Seneca (mail ‘for 
other parts of Mexico must be directed ‘per s, s. Seneca’’); at 12 m. for Mexico, per s. s 
Santiago, via Tampico (mail must be directed ‘per @ s. Santiago’’). . i 

FRIDAY (9).—At 12 m. for Yucatan_and Campeche, per s. e. Dregry. 

SATURDAY (10).—At 3.30 a, m. for Brazil, per s. s. Syracusa, via Pernambuco, Rio Janeiro 
and Santos (mail for Northern Brazil. Agentine, Uruguay and f®Paraguay must be 
directed “‘per s. s. Syracusa’’); at 8 a. m. for Newfoundland, per s. s. Rosalind; at 8 a. 
m. for Bermuda, per s. #. Trinidad; at 8.30 a. m. (supplementary 9.30 a. m.) fo r Curacao 
and Venezuela, per s. s. Maracaibo (mail for Colombia, via Curacao, must be directed 
‘‘per s. s. Maracaibo’); at 9 a. m. for Porto Rico, per s. s. Ponce, via San Juan: at 
9.30 a. m. (supplementary 10.30 a. m.) for Fortune Island, Jamaica and Colombia except 
‘Magdalena Department, per s. s. Sibiria (mail for Costa Rica must be directed “Der Ss. @ 
Sibiria’’); at 9.30 a. m. (supplementary 10.30 a. m.) for St. Thomas, St. Croix, Leeward 
and Windward Islands, British, Dutch and French Guiana, per s. s, Fontabelle (mail for 
Grenada and Trinidad must be directed ‘‘per s. s. Fontabelle’’); at 10 a. m. for Cuba 
per s. s. Mexico, via Havana; at 12 m. for Argentine, Uruguay and Paraguay, per s. 8. 
Afghan Prince. 


MAILS FORWARDED OVERLAND, ETC., EXCEPT TRANSPACIFIC. 


m.) for Nicaragua (except East 


CUBA.—Via Port Tampa, Fla., closes at this office daily, except Thursday, at §5.30 a. m. 
(the connecting mails close here on Mondays, Wednesdays and Saturdays). 
MEXICO CITY.—Overland, unless specially addressed for dispatch by steamer, closes at this 


office daily, except Sunday, at 1.30 p. m. and 10.30 p. m. Sundays at 1.00 p. m. and 10.30 
p. m. 
NEWFOUNDLAND (Except Parcels-Post Maiis).—By rail to North Sydney, and thence by 


steamer, closes at this office daily at 6.50 p. m. (connecting mails close here every Mon- 
day, Wednesday and Saturday). 


JAMAICA.—By rail to Boston, and thence by steamer, closes at thie office at 6.30 p. m. 
Tuesday and Friday. 
MIQUELON.—By rail to Boston, and thence by steamer, closes at this office daily at 6.30 


p. m. 

BRITISH HONDURAS, HONDURAS (East Coast) and GUATEMALA.—By rail to New Or- 
leans, and thence by steamer, closes at this office daily, except Sunday, at §1.30 p. m. 
and §10.30 p. m., Sundays at §1.00 p. m. and §10.30 (connecting mail closes here 
Mondays at §10.30 p. m.). 

COSTA RIC'A.—By rail to New Orleans, and thence by steamer, closes at this office daily, 
except Sunday, at §1.30 p. m. and §10.30 p. m., Sundays at §1.00 p. m. and §10.30 p. m. 
(connecting mail closes here Tuesdays at §10.30 p. m.). 

NICARAGUA (East Coast).—By rail to New Orleans, and thence by steamer, closes at 
this office daily, except Sunday, at §1.30 p. m. and §10.30 p. m., Sundays at §1.00 p. m. 


and §10.30 p. m. (connecting mail closes here Thursday at §10.30 p. m.). 
§REGISTERED MAIL closes at 6.00 p. m. previous day. 
TRANSPACIFIC MAILS FORWARDED OVERLAND DAILY. 


The schedule of closing of transpacific mails is arranged on the presumption of their unin- 
terrupted overland transit to port of sailing. The final connectig mails (except registered tras- 
pacific mails, which close 6 p. m. previous day), close at the General Postoffice, New York, as 
follows:— 
New Zealand, Australia (except West), New Caledonia, Samoa, Hawaii and Fiji Islands, 
via San Francisco, close at 6.30 p. m. Sept. 3 for dispatch per s. s. Sierra. (If the 
Cunard steamer carrying the British mail for New Zealand does not arrive in time to 
connect with this dispatch extra mails—closing at 5.30 a. m., 9.30 a. m. and 6.30 p. m.; 
Sundays at 4.30 a. m., 9 a. m. and 6.30 p m.—will be made up and forwarded until the 
arrival of the Cunard steamer.) 2 ; 

Tahiti and Marquesas Islands, via San Francisco, close at 6.30 p. m. Sept. 9 for dispatch per 
s. 8s. Mariposa. : ; 5 5 

Fiji Islands, Australia (except West) and New Caledonia, via Vancouver and Victoria, B. C., 


close at 6.30 p. m. Sept. 10 for diepatch per s, s. Manuka. 
Hawali, via San Francisco, close at 6.30 p. m. Sept. 12 for dispatch per s. s. Alameda. 


Hawaii, Japan, Korea, China and_ Philippine Islands, via San Francisco, close at 6.30 p. m. 
Sept. 15 for dispatch per &.s. Korea. } 
Japan, Korea, China and Philippine Islands, via Seattle, close at 6.30 p. m. Sept. 15 for 


dispatch per s. s. Hyades. 5 te F 
Japan (Except Parcels-Post Mails), Korea, China and specially addressed mail for Philippine 


Islands, via Vancouver and Victoria, B. C., close at 3.60 p. m. Sept. 20 for dispatch per 
s. s. Empress of India. f ; 

Japan, Korea, China and_ specially addressed mail for Philippine Islands, via Tacoma, close 
at 6.30 p. m. Sept. 23 for dispatch per s. s. Machaon. 

Hawaii, Japan, Korea, China and _ Philippine Islands. via San francisco, close at 6.30 p. m. 
Sept. 25 for dispatch per s. s. Gallic. 

New Zealand, Australia (except West), New Caledonia, Samoa, Hawaii and Fiji Islands, via 
San Francisco, close at 6.30 p. m. Sept. 24 for dispatch per s. s. Sonoma. (If the Cunard 
steamer carrying the British mail for New Zealand does not arrive in time to connect 
with this dispatch, extra mails—closing at 5.30 a. m., 9.30 a. m. and 6.30 p. m.; Sundays 
at 4.30 a. m., 9 a. m. and 6.30 p. m.—will be made up and forwarded until the arrival 


of the Cunard steamer.) : . 
Philippine Islands and Guam, via San Francisco, close at 6.30 p. m. Sept. 26 for dispatch per 


United States transport. 

Manchuria and Eastern Siberia at present forwarded via Russia, the 
usual route. s 

NOTE.—Unless otherwise addressed, West 


instead of via Japan, 


Australia is forwarded via Europe; New Zealand 





via San Francisco, and certain places in the Chinese Provinces of Yunnan, Kueichow, 
Szechwan and Kwangsi, via British India—the quickest routes. Philippines specially 
addressed ‘‘via Europe’’ must be fully prepaid at the foreign rates. Hawaii is for- 


warded via San Francisco exclusively. 
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CHEMICAL MARKET. 








NOTE.—Our prices are for large lots except 
when otherwise specified, and buyers of 
small quantities must expect to pay an ad- 
vanee on these figures. Complete prices 
current will be found on pages 31 and 32. 





Saturday Evening, Sept. 3, 1904. 


Since the month opened there has 
been a gneral improvement in trade for 
all the leading chemicals. Possibly it 
will be several days yet before any im- 
portant changes will be noted, as the 
vacation period is not yet over. Al- 
kali and caustic soda are both in better 


request for prompt and forward, with 
intimations that a _ further rise in 
values may come at any moment. 
Acetate of lime has been advanced. 


Blue vitriol is firmer, though not quot- 
ably higher. Arsenic is being pushed 
by domestic makers and prices are 
easier. Alum, cream of tartar and ox- 
alic acid are all in good request for 
prompt; chlorate of potash and soda 
are both firmer in anticipation of 
higher prices for 1905. The other light 
chemicals and acids are all meeting 
with the usual seasonable demand with 
few changes to note, as detailed below. 


Late mail advices from Liverpool 
say :— 

Quotations for heavy chemicals are firmly 
maintained all round, although the export 


trade is still far from being active, Soda ash 
is held for the usual range as to market. For 
tierces, nearest range may be called about as 
follows:—Leblane ash—48 per cent., £5@£5 
l0s.; 5S per cent., £5 10s.@£6 per ton, net cash. 
Ammonia ash—48 per cent., £4 5s.@£4 10s 
per cent., £4 10s.@£4 15s. per ton, net 
Bags, 5s, per ton under price for tierces, 

crystals in good domestic request, and £38 7s. 
td. per ton, less 5 per cent., is generally quoted 
for barrels, or 7s. less for bags, with special 
terms for a few favored markets. Caustic soda 
fg not active, but full prices have to be paid 
for any requirements. We quote:—Sixty per 
cent., £8 15s.; 70 per cent., £9 15s.; 74 per 
cent. £10 5s.; 76 per cent., £10 10s. per ton, 
net cash. Special quotations for export to the 
Continent and a few other export quarters. 
Bleaching powder is quiet as regards new ex- 
port business, but makers are well sold on for- 
ward contracts, and for hardwood £4 15s.@£5 
per ton, net cash, is now generally quoted, as 
to destination. Chlorate of potash steady at 
3$d.@3%d. per pound, net cash, as to quality 
and market. Bicarbonate of soda is held for 





£6 15s. per ton, less 2% per cent., for the 
finest quality in hundredweight kegs, with 
usual allowances for larger packages, also 


special terms for a few favored markets. Sul- 
phate of ammonia in rather better request and 
dearer at £12@£12 2s. 6d. per ton, less 24% per 
cent., for good gray 24 to 25 per cent. in double 
bags f. 0. b. here. Nitrate of soda steady on 
spot at £10 5s. per ton for ordinary, up to £10 
10s. per ton for refined, in double bags f. o. b. 
here, less 2% per cent. 


Heavy Chemicals. 


ALKALI.—Deliveries upon outstand- 
ing contracts since the month opened 
show a daily increase, especially to the 
glass makers, who are now about ready 
to light their fires. There have been 
additional sales of domestic high test 
for delivery over next fire on the basis 
of .75c. for light in bulk, .82%c. for bags 
and dense in bulk at .80c. and .85c. for 
bags, with ordinary 48 per cent. at 
874c. f. o. b. works, as to quantity. The 
local trade is also better, and jobbing 
sales are being made at .87144@.95c., as 
to test, quantity and seller. 

BICARB SODA.—Deliveries show a 
further increase, both for export and 
for home consumption, with additional 
sales reported, as buyers to some ex- 
tent are anticipating their fall require- 
ments. Prices are firm at 1.30c. for 
bulk, 1.50c. for kegs f. o. b. works or 
delivered in this section at 1.50c. for 
bulk and 1.70c. for kegs, less the usual 
discount terms. 

CAUSTIC SODA.—There is no falling 
off in deliveries to the home trade; in 
fact, there has been an increase since 
the month opened in deliveries to the 
large Western consumers. There is 
more demand for delivery over the bal- 
ance of this year and for the first half 
of 1905, with sales of 1,200 drums of 
domestic high test at 1.7744@1.82l4c., 
and 10c. higher for 60 per cent. f. 0. b. 
works, as to test and quantity. Pow- 
dered is meeting with the usual con- 
suming demand at 254c. up to 38c., ac- 
cording to test, quantity and terms of 
sale. 

SALT CAKE.—There has been more 
inquiry from the glass trade, with sales 
reported for next fire at 60@62\4c. for 
bulk, delivered in the gas belt and 
other consuming points and terms of 
sale, 

SAL SODA.—No change in the situa- 
tion, which remains a steady one, con- 
sidering weather conditions. There is 
a fair inquiry for prompt and forward 
at .60c. f. o. b. works and .70c. delivered 
in this section, less the usual discount 
terms. Concentrated is meeting with 
the usual jobbing demand at 1.40c. and 
up for “Arm and Hammer,” as to 
quantity and terms of sale. Foreign is 
rather quiet, but held steady at .67'4c. 
for September arrival. 

MONOHYDRATE CRYSTALS.—The 
usual deliveries upon regular contracts 
are going forward promptly, with ad- 
ditional sales reported for early fall de- 
livery at 1%c. and for “Snowflake” at 


1\4%c, and upward, as to quantity and 
terms of sale. 

BLEACHING POWDER.--The mar- 
ket is still bare of stocks of high test, 
and what is obtainable are held for 
fuil prices. Sales are made in a job- 
bing way at 1%c. and up, as to test, 
quantity and seller, There is more in- 
quiry for car lots for delivery over 
the balance of the year, with sales of 
several lots of domestic and foreign at 
1.25¢e. and upward, as to test, make and 
quantity and terms of sale, seaboard 
delivery. There are reports current that 
prices for 1905 may be at a higher 
es Acids. 

ACETIC.—Prices are firmer in sym- 
pathy with a further advance in the 
raw materials. There is more inquiry, 
but makers are only selling in a limited 
way in excess of regular deliveries at 
2.05c, and up, as to strength, quantity 
and packing. 

NITRIC.—No change in the situation, 
except prices are firmer in sympathy 
with the advance in the raw materials. 
Sales are being made in a limited way 
of car lots at 4%c. and upward, as to 
quantity and point of delivery. 

AQUA AMMONIA.—Negotiations are 
pending among the various makers 
toward fixing prices for 1905. Mean- 
while second hands are selling less 
than car lots at 4%c. and up, as to 
quantity and seller. 

MURIATIC.—Since the month opened 
deliveries upon outstanding contracts 
show a daily increase, and trade is 
generally better all around. Stocks are 
only moderate and prices are steady at 
I1%c. and upward, as_ to strength, 
quantity and point of delivery. 

OXALIC.—Further sales are reported 
for nearby arrival at Se. and for job- 
bing parcels on the spot at 5%c, up to 
5loc., as to make and seller. 

TARTARIC.—The usual 
mand is reported for spot parcels at 
21%@31%c. for crystals and 31%@32c. 
for powdered, as to quantity and terms 
of sale. 

SULPHURIC, — Aditional sales to 
regular deliveries are reported since the 
month opened, Considering weather 
conditions and labor troubles, August 
was a fairly good month. Stocks are 
only moderate and prices are held 
steady at 1.30c. and up for 66 deg., as 
to quantity and terms of sale. 


retail de- 


Miscellaneous Chemicals, 


ACETATE OF LIME.—As predicted, 
prices have further been advanced by 
the makers. Stocks are being reduced 
as many of the works are still closed 
down and will probably continue so 
until there is more demand for char- 
coal. For the present we quote 1.25@ 
1.30ce. for brown, and 1.75@1.80c, for 
gray, as to quantity and terms of sale. 

ALUM.—Since the month opened de- 
liveries upon outstanding contracts are 
not only going forward promptly, but 
in many instances these have been in- 
creased. Prices remain firm at 1.75@ 
1.80e. for lump, and 1.80@1.85¢e, for 
ground, with papermakers’ grades at 
$0e. and upward, as to grads, quantity 
and terms of sale. 

ARGOLS.—Nothing new or interest- 
ing, except there is rather more in- 
quiry in a jobbing way for red at 
25%c., and powdered at 3%c. and up- 
ward, as to quantity and seller. 

ARSENIC.—Only a moderate jobbing 
demand is reported for French on the 
spot at 3c., and for September arrival 
at 2.90@2.95¢e., as to quantity. English 
and other makers are held at 3%c. for 
ear lots; possibly for a round lot it 
might be shaded. More pressure to 
sell domestic for delivery late in the 
year at about 2%c., according to quan- 
tity and point of delivery. Red is job- 
bing at 65¢@7c., as to packing and 
quantity. 

BLUE VITRIOL.—There 
undertone to the market, 
tions that prices may be 
any moment. For the present makers 
are offering car lots in a limited way 
for prompt at 4%e., and for jobbing 
parcels at 45c. and upward, as to the 
size of the order. 

BRIMSTONE.—There is more de- 
mand for September delivery, with best 
seconds of foreign held at $21.60, and 
thirds at $21. Domestic is meeting with 
the usual demand at $21.50, as to quan- 
tity and delivery point. 

CHLORATE OF POTASH.—The mar- 
ket is a shade firmer in anticipation of 
higher prices for next year. Second 
hands are selling in a jobbing way 
spot parcels at 7@7\c., for crystals, and 
74%@T%e. for powdered, as to quantity 
and seller, Car lots for delivery over 
the balance of this year are in better 
request at 64@6%c., as to quantity and 
terms of sale, 

CHLORATE OF 
jobbing demand 
6%c., and for arrival over 
of the year at 6%c. and upward, as to 
quantity and terms of sale. 

CARBONATE OF POTASH.—No 
change in the situation; buyers and 
Sellers are still apart in their views. 
Buyers are only taking such lots as 
current wans require at 3.75@4c. for 
calcined and 3.50@4c. for hydrated, as 
to test, quantity and seller. 


is a firmer 
with intima- 
changed at 


SODA —The 
prevails for 


usual 
spot at 
the balance 


CAUSTIC POTASH. — Since the 
month opened there is more demand, 
With additional sales for prompt at 






Established by JAMES LEE, in 1825. 


‘hadi Lite & Co. 
COMMISSION MERCHANTS 


76 WILLIAM STREET 
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SOLE AGENTS IN THE UNITED STATES FOR 


CHARLES TENNANT & CQO. 


THE AMMONIA COMPANY OF PHILADELPHIA 


29th STREET and GRAY’S FERRY ROAD, PHILADELPHIA 
MANUFACTURERS OF 

Prussiate of Soda 

‘Bichloride Of Tin, iu2s2%eutro 


Sulphate of Ammonia, 22°" Tetrachloride Of Tin, sw sr 
Prussiate of Potash Animal Ghar, ter siscring ane seotricn 


Hollingsworth & Peterson 


HILADELPHIA, PA. 
Sole Agents for J. L. & D. S. Riker, of N. Y. 


(FOR PHILADELPHIA AND VICINITY) 
For the Sale of the Various Brands of 


BLEACHING POWDER 


MANUFACTURED BY 


The United Alkali Co., Ltd., of Great Britain. 
JOHN C. WIARDA &€ CO. 


Acid Hydrofiuoric. 





Of all strengths and of abso- | 
lute purity. 


Aqua Ammoni 
Anhydrous Ammonia, Sis’ w 


all principal points 
of distribution 





Factories: Green, Provost & Freeman Sts. 
BROOKLYN, N. Y. 


Chrome Alum. Potash First Sorts 


Ammonia Fluoride. Copper Carbonate. ss Fluoride. 
Antimony Metal, Powd. re Oxide. ‘*  Sulphuret. 
” Needle. Feld Spar. Powder Blue. 
ss Oxide. Fluor Spar. Pumice Stone, 

Aqua Ammonia. Formaldehyde. Rotten Stone, 


Arsenic, Red. 
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Barium Carbonate, Prec. 
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Class, Cround. 

iron Oxide. 
Lycopodium. 
Manganese, all Kinds. 


Sal Ammoniac, 
Gray and White. 
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Soda Fluoride. 


Bone Ash. Muriate of Ammonia. ™!" Chloride. 
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Vanillin Phosphorus Compounds 


Ethers and Amyls Butyric Acid 
The WARNER CHEMICAL COMPANY 


UWCHLAND, CHESTER CO., PA. 


Kalion Chemical Company 


Gray’s Ferry Road, West of 31st Street, PHILADELPHIA. 


MANUFACTURERS OF 


Bichromate of Potash 
Bichromate of Soda 


SALES AGENTS: 


Philadelphia, HOLLINGSWORTH & PETERSON, 653 Bourse Building. 

New England, CHARLES P. DUFFEE, 45 Kilby Street, Boston, Mass. 
Chicago and Milwaukee, | THE ROESSLER & HASSLACHER CHEMICAL CO., 16 North Clark Street, Chicago. 
Cincinnati, 9 East Pearl Street, Cincinnati. 
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THE GRASSELLI CHEMICAL CO. 


MANUFACTURERS OF 


C.P.Glycerine, Aqua Ammonia 
; Lithopone, Sal Ammoniac 
Muriatic Acid, Blue Vitriol, Glauber’s Salt 
Sulphuric Acid, Sal Soda, Sulphate ot Zinc 


Bi-Chloride of Tin, Tin Crystals, 


Acetate of Lead “s..2"7, Hyposulphite of Soda. 
SILICATE OF SODA, ACETIC ACID, ACETATE OF SODA, ETC., ETC. 


Salt Cake for Glass Makers. Chloride of Zinc Solution, Fused and Granulated, Strictly Chemically Pure Acids and Aqua Ammonia, 


Branch Offices and Works :—St. Louis, Mo.; St. Paul, Minn.; Olean, N. Y.; Cincinnati, O.; Titusville, Pa.; i : 
Beaver Falls, Pa.; Boughton, Pa.; Milwaukee, Wis.; Birmingham, Ala.; New Orleans, Les "Fortville. a a oe — 


New York Works, Tremley, N. J. New York Office, 63-65 Wall Street 


OIL PAINT AND DRUG REPORTER 

















ESTABLISHED 1830. 
GENERAL OFFICES AND PRINCIPAL WORKS 


CLEVELAND, O. 
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4%@5\c. for old and 54%@5%c. for new are allowed > 7 = —, — ae — ee it fue ue oe that it en- , Juniper Berries. 
. “_— oe 7 ‘ itv <« or s quite clean, ablling oO 1e ottom, WV" e @ als 1e subjecting of the olive p *he « icorice nate 
process, as to test, quantity and term che fatty ‘shatter ‘Ba lighter partiolea of the |. cal reactions. ive pulp to chemi Saecstee — boves 
of sale. - pulp rise to the surface in a kind of emulsion. On the other hand, this process, it appears Lithopone ........ 
CREAM OF TARTAR.—Deliveries | The olive pits and alkaline liquor being then | may with advantage be applied to the olive | Logwood Extract... 
upon outstanding contracts show a fur- | withdrawn from the bottom of the tank, there | residues; that is to say, to the residue of the | Lycopodium 
ther increase since the month opened. | '* added to this emulsion a cold dilute = =— oo ee oil has been obtained by press- | Manure Salt 
ania ack ia oe 244,@24%c. for tion of alum. The compound is again agita ed B. ; is c aimed that by it practically all of | Madder .... 
Prices remain steady at 24%4,@24% by means of compressed air, and an electrical | the oil remaining in the residue can be easily | Mica ...... 
erystals and 24% @25c. for powdered, aS |} current is passed through it during some | recovered at less cost and far more quickly | Menthol 18.59% 
to quantity and terms of sale. —- It is then allowed to settle for a few toon ee tian aw ine onal ar PR CONG sive de sectectestnccccveesene 4,321,735 
. : Res ae .- * . sar a. d $ é s being verified, ene - i . ‘ 
COPPERAS.—Further sales of — The resinous matter present, combining with | cess might. still prove advantageous to. oil “eaves ede Aare 
lots in addition to regular deliveries are | the alum, is precipitated, carrying with it all | manufacturers, seeing that the residues as they Fusel 1,000'aae 
reported at 524%4c. and for jobbing a the a. ve the oi) rises — surface a - = _—_ still contain nearly 18 per MUM ct casteiuscsehoeccssee "344,678 
os oT as t ity ant nearly free fram extreneous matter anc s |} cent. o 1e total quantity of oil originally | Opi of 10R Ro 
cels at 55c, and up, as to quantity al rendered quite bright and limpid by filtering. | contained in the fruit, and a rapid rae Grane and Red , 108,820 
seller. The aluminous compound, which, as has been | Nomical recovery of this oi! fs a matter of con- Pitehe Sareundy eee nay Se Fe Ff eer 
GLAUBER’S SALT.—Nothing as yet | stated, falls to the bottom of the tank, con- | siderable importance, Potash ‘Carb eee a : 2 jae ee 
has been accomplished at the recent | tains not more than 4 to 5 parts in 100, by dttec Chlo,’ Weeceeeaese s vr 49.950 
ln anes ~ armel 2 akers toward weight, of fatty matter, after evaporation of Muri . * ORE 
meetings of the various mak . - I moisture. This small percentage can be re- Prussiate 14,449,259 
advancing prices for 1905. For ‘ 4 covered by the sulphide process, or if the resi- Imports at New York During 1904. Sulph. , Sh adic cathe . copie 
present we quote car lots at 55e. anc duum be heated up, after the addition of es ; 3 f Potato Flour and Starch 1588314 
jobbing lots at 60c. and up, as to the | soda, soap stock is obtained. he following is a partial Mst of the im- | Quebracho Extract........... "2 30'810'538 
i f the order In the practical working of this process the | Ports at the port of New York from the first | Quinine .............. ea'eitn 55a 1918. 
Size OF the ren ; and for | Only difficulties lie in finding out the most fa- | Of the current year to Aug. 1. The quantities | Saffron 660505 0072505050 500051 ee "10: 
SAL AMMONIA .—More demanc or vorable conditions—the proper concentration of | #%e in pounds, except as otherwise stated: Sage Nt etal ats pean tear aca ah diel 
lump, which is still scarce and held | the solutions, the proper temperature and de- | Acid, Boracte.................... RUMERHE sie cdan0 b000 ches eveenes 
firm at 9c. and up, as to grade a re ote ae ee or acidity, all of which en Citrie x RU PENN cee ei a as 
~e ga comnts . rhite anc ai requen ests, Bie + rep 
quantity. ‘ Mort demand for w hit at The oil obtained is of a pale straw color and PROM e hata ce NS oc chcaweus vas is 144 
rough grain for prompt and forwar a has hardly any odor. It neither congeals nor | Aicé Sean Gaassst cer eneeneesens cane sae 
5%@6ec., as to make and quantity. solidifies so readily as olive oils made in the | Alumina Sulph ee eer oe eraee 3,666,299 
SUGAR OF LEAD.—Makers are now | usual manner, It is neutral, that is to say, | Ammonia, SENG: Ae SuensA4-T8A nde eKR VS v+eOR 57,886 
ie tenth fie ‘liveries more prompt- | free from acids, and remains so for a year o1 4 SE ae SEND 656-65. 500 dnaleevseneyssineke 
shipping their deliveries “ee longer, even when exposed to the air It is Sulph He Chilo 
ly, as they have accumulated stocks. without the flavor of fruit, more or less | Argola ....0.. oc 77 Sie, Steen te enseresecessessecees 
Prices remain steady at 6%@7c. a pearged = h cans — = mane ir iaw Tenge... ..rcheceve RIE a te ee ed 
: 5 ‘ fy 7 - far white ‘ystals, the usual way. This peculiarity has not pre- serli e Ss ac 7 o ers 
brown and 8%@s8%e. for white cryst vented ‘aparovallof auch Oi in tha miaekels oF ee ae mac, OMNES dads drceeteetenen 
as to make and quantity. ; . the north of France, though it is difficult to say | Blane Pixe BER ee hs ee eee niga 
SALTPETER.—The market ror crude whether it would meet with favor in Italy. Bleaching Terra Alba... Bed 
is firmer at 3.60c. for dock and 3.70c. eo The following results were ng? during ee pei Guthe Cpa bkealee Ultramarine 189,490 
“ on. maaan ‘finer is jobbing a the period of experimentation with the new sristles SN ib nS Ona ind. n 6 OUR p56 5 50a ed 929,965 
og agen hs a cuanty. process. The olives treated had the following Bronze Powd Wax, INMUNUENEL dP <6 Hin na 4'4 6 ce esies 1,400,003 
4y4@be., as to gra ‘ ‘ composition: fatty matter, 26.85 per cent GREME: cedsnkdecasianssiwes Ns Su kbacKESGE Gd dares ced ous 2.098 
ooo — water, $9.75 per cent.; cellular substance % Calomel FUSC weed es. ORS eae eee be tac VOGEN Ga as wow cave 376,414 
per cent. The yield of oil was s25.15 per cent Camphor, crude UN aS 8 a5 cb b kav Suck 60sec eee 202.477 
‘ ; i An additional 1 per cent. of oil was recovered | Castor Seed My APMED a 60 43.000 50 0h bks ie 6 asco , 184,569 
New Process of Extracting Olive Oil. | tet indval from the tank in-whieh | China Clayecccc222. a 
. ees See ; Cons Ss erehorn, the residue had been allowed to rest after Cinehona Bark... 
(From United States Consul Smith, I the treatment described. Cinchonidia ....... E J BEGGS é co 101 & 103 Beekman St. 
Italy.) Similar olives treated in the customary man Cobalt Oxide «Ge ay NEW YORK 
-tesy of Messrs. S. Rae | er by crushing and pressing gave the follow Coca Leaves......- ° 
Through the aan na aid ex ing results:-—-Oil obtained from the first and | Cochineal ..... Dry Bisulphite Soda __Bisulphite Potash 
& Co., 0 zeghorn, mi ac dele He : second pressings, 19. er cent.; olf obtained | Coloeynth Pareicn 4% 
porters of olive oil, Tam enabled to sub- | trom depositing tanks " per cent.) and by | Copper Sulphate.......: Bisulphite Soda Sol. Sulphurous Acid 
mit the following report regarding a new ashing (3.40 per cent.), 4.40 per cent total, | Cuttlefish Bone...........: Bisulphite Lime Sol. Sulphur Strips 
process of extracting olive oil by chemical | 23.65 per cent. Simiiar trials conducted by | Cuteh .........0...000.000 000. Dry Sulphite Lime Flour Sulphur 
means. The olive growers of California | Rertainchaud gave the following results: of] | DeXtrine ...... cc ce eee cece cece eee Roll Brimst 
appear, from what [ can learn, to have | from the pressings, 22.60 per cent.; washed | Dyewood Extract..............065 mstone Sulpho Carbolic Disin- 
taken up the business of olive-tree ex- ] oil, 1.20 per cent.; total, 23.80 per cent. ther CESECLS CR UUNSS CHAE OS Cees oe eE fecting Powder 
traction seriously, and LI hope that they Twe nty-five and nine-tenths per cent, of oil ees hilo. RUMOUR TLR LY Ee EASES 
will find something of value in the fol- | was obtained by the new process, which shows ae cede PAVtM ee. ee eee cece ees tons e 
lowing description of the new process, | 4 superiority of 8 per cent. in its favor. ; Gemtine 52 AUC SN sia iat ne fe ake 
inh’ is toy islated from a report issued A further advantage of the new process is BRUSH ees ree ereeeesocerasreseas éemica 
which is transk - Prof, A. Funaro: the reduction in working expenses due to the | GIWCOSe oo... ee cece eee e eee eee e eens 
in pamphlet form by ror. A. ; . P ; elimination of presses and pumps and of mats ies rine, one settee eee eeeeneeee 
the year 1890 patent was taken ou and bags, while there is also a saving in labor, HEVCOLTIMG, POMMOG.. cece ecceescenes 
te tnnan hee A, Kue (No. 291,559) for “A [since by a suitable arrangement of the tanks | Ghease, WOOL... cece cece eee eeeee FOR CHEMISTS and MANUFACTURERS. 
new method of extracting oil from olives and, | and vessels used operations can be conducted | Gum, ¢ hicle 1,880,847 
in general, other vegetable oils, and also for | almost automatically, the solutions being made | [Mdigo Ext......... 36,145 Please give specifications when asking for prices. 
dealing with the residues.” The en -—— to ed from one tank into the other as re ee EanKeaee oe 3,819 
‘ vas to extract all the oil present In @ sin- quired. At Monastir, where electricity was the a e 296,: 
a cennanian. doing away altogether with the motive power, when treating 5,000 kilograms Jalap 89,645 ARTHUR J. WEEKS, Akron, Ohio 
oil press and substituting a combined treat- | (11,000 pounds) of olives daily, five laborers 
ment by chemical agents and Tongue ton es ind one mechanic were found adequate, 
vas proposed to aecomplish this resu y The neutral character of the oil renders it ‘ 
womiee the olives in a mill, adding to the | well suited for mixing with other edible oils PETER H. LIND, Prost WM. T. FINKELL, Vice-Pres, H. C. HACHMEISTER, Sec. and Treas. 
product an equal weight of a solution of at while the almost total absence of acids makes 
kaline carbonates at 3 deg. B, and then heat- | it particularly adapted for industrial purposes 
ing the mixture to 60 deg. .C. (140 deg. F.). | Hence the new process appears likely to meet 
An emulsion would result, and when a strong | with favor. = 
solution of hot alum was added to it precipi- It is not suggested that it will ever be 
tation of the cellular and re gp es ay aes in localities where the finer qualities 
would ensue, while the oily particles, | of olive oil are produced, as in Tuscany, Li- * 
; General Office 1910-1912 Forbes Ave., Pittsburg, Pa., and New York 


present | 
being set free, would rise to the surface, An 
electric current passing thorugh the tank dur- 
ing this operation accelerated the process, it 
was claimed, and improved the_ product. The 
latter was nearly colorless and fit for food 
purposes, The residue, though almost com- 
pletely deprived of any fatty matter, could by 
further treatment with a solution of lime and 
soda be made to yield a soap stock fit for in- 
dustrial purposes. 

At Monastir, Tunis, the center of a great 
olive-growing district, a factory was specially 
constructed for the purpose of applying this 
process to the making of olive oil. - 

Although the instructions contained : 
patent were strictly adhered to, no practical 
result could be obtained. The following year, 
at the same factory, this process was investi- 
gated by Prof. A, Funaro, in respect to the 
chemical part, and by Engineer C. Tanquerel, 
in regard to its mechanical aspect. After pro- 
tracted trials had been made and many modi- 
fications introduced, success was obtained, so 
that during the oil season of 1901-2 some 5,000 
kilograms (11,000 pounds) of olives were daily 


in the 


treated by this new method, with favorable 
results, in the opinion also of Professor Ler- 
tainchaud, director of the Central Chemical 


Laboratory of Tunis, who supervised the ope 





rations. For this modified proce a patent 
was taken out in Italy in the year 1902, and 
also in Tunis, on behalf of the Sosiete Gene 
rale des Huiles d’Olives du Sud Tunisien de 


Monastir. 

The crushing of the olives in the mill is pro- 
tracted until a uniform fine pulp is obtained 
The pulp is heaped up and the virgin oil which 
flows from it is collected. The pulp is then 
passed again through the mill, and afterward 
wet with a very dilute solution of carbonate 
of soda. It is then transferred to a large tank 
containing alkaline lye and heated to a tem 
perature not exceeding 40 deg. C. (104 deg. 
F.). If this were exceeded saponification would 
be brought about. The contents of the tank 
are kept in agitation by means of a jet of 
compressed air (French patent 527, January, 
1892). At the end of six hours the contents 








in great centers of 
advantages offered 
be overlooked, 
Sicily. 


guria and Apulia, Italy, but 
olive-oil production the 
this process should not 
example, in Calabria and 
finest qualities of oil are pro 


by 
for 


as, 


SPECIALTIES: 


ribo isa niu 8 | Galvanizing, Tinners, Electroplaters, Drug Chemicals, 
Sing tiolwaile'teticl t's | ‘Laundry Chemicals, Paper Mills, Glass Makers, 





gle operation. 
In reference to the foregoing, Messrs. i 
Rae & Co., whose opinion, as that of a 0 ers name ers rm e 
firm extensively engaged for many years ’ ’ d IS ’ C 
in the olive oil business, is well worth 
consideration, make the following ob- 
servations:— ; . 
Samples have been submitted to us of olive 
oil obtained by this method in Tunis. We find 9 


that the oil has entirely lost the natural flavor 
of olive oil; it has acquired instead an un 
pleasant and, indeed, rather nauseous taste 
While Tunis oil and all oils from olives grown 


Commission Merchants, 


in similar subtropical latitudes must of neces 

sity rank low in the scale of quality, even 

when made with every care and from sound 

fruit, these samples show that the application 22 WILLIAM STREET. EW YORK 
of the new process will not introduce any im- ’ . 
provement. Rather is it the other way. — 


The oil is, however, quite neutral; that is to 
say, almost entirely free from the natural 
acids present in olive oil made in the usual 
manner, by simply pressing the fruit. This 
quality may render the product of value for 
industrial purposes, but it is no recommenda- 
tion in an olive oil intended for the table. 

Professor Funaro himself perceives that this 
process would not lend itself to the produc- 
tion of the finest grades of olive oil, such as 
Tuscany is famed for, geenrally known under 
the denomination ‘‘Lucea oil.’’ Olive oil of 
this description has a delicate flavor of its own, 
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BRUNNER, MOND & CO., Ltd., Northwich, Eng. 





derived from the fruit. But the product ob- 
jones these "charasteristions a Bot" mash Oe SOLVAY PROCESS CO., = Syracuse, N. Y. 
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SCHOELLKOPF, HARTFORD 6 HANNA CO., NEW YORK. 


» NATRONA 
CHEMICALS 


NATRONA BI-CARB SODA—It is absolut ely only i made from Kryolith. Best for Medicinal, 


Bich te of Potash Sipe 
1C roma e oO oO aS NATRONA POROUS eee ae Pap ie oon atte eer stronger than other Alum.) 

NA A LUMP AND GROUND ALUM— (Fr Dre 06 Oos oy Trete.) 
ATRONA SAL SODA, CAUSTIC SODA, COPPERAS, SULP?’’ alc, MU URIATIC AND NITRIC ACIDS 


Bichromate of Soda a . VITRIOL, CHLORIDE CALCIUM, FLUORIDE CA : te, \LUMINA SAPONIFIER LYE, LEWIS 


ER CENT. POWDERED AND PERFUMED LYE, POTASH 
Office, 301 North Charles Street, BALTIMORE, Md. 


THE CARBONDALE CHEMICAL CO. 


CENERAL SELLINC ACENTS, CARBONDALE, PA, 


The Baltimore Chrome Works 


MANUFACTURERS OF 





MANUFACTURED BY 1HE 


ead RET ices em aren. tare vuaganeg.| PENNA. SALT MFG. CO. PHILADELPHIA, PA. 


Provider nee a : . ae a WATERS st n, 7. ‘ _ 
_ id the West, E. H aT “e + PicKHaRDt &¢ u Street, New York. 323 North Second Street, St. Louis. 19 4 21 Wabash Avenue, Chicago. 


AMERICAN BLEACHING POWDER 


MANUFACTURED BY THE 






| BarttesHiP BRAND 
che. cuemicats. Pry Electrolytic Process 


AT NIAGARA FALLS BY 


Caustic 


Acker Process Company 


TRADE MARK 


78 AND 79 PER CENT. CAUSTIC. NEW YORK AND LIVERPOOL TEST. 


FOR FURTHER PARTICULARS, PRICES, ETC., APPLY TO 


General Chemical Co. 25 Broad St., New York 
SOLE AGENTS. 





Pure Alkali. 


Manufactured by the Ammonia Process. 


This Alkali contains 58 per cent. of Alkali or nearly 99 per cent. 
of Carbonate of Soda. It is the most economical form of soda 
for manufacturers of Soap, Glass, Paper. Wood Pulp and 
Colors, and for Printers and Bleachers. Also 


BLEACHING POWDER 


MANUFACTURED BY 


BRUNNER, MOND & CO., Limited, 
NORTHWICH, ENGLAND, 


AND 


SOLVAY PROCESS CO., 


Syracuse, New York. 
THE SOLVAY PROCESS CO. will make by this same process an Alkali adapted for Window Glass Makers, testing 48 per cen 


WING & EVANS, °22 Wits Street, New York. 
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” FERTILIZER MATERIALS. | 


NOYTE.—Our prices are for large lots except 
when otherwise specified, 
small quantities must expect to pay an ad- 

on these figures. Complete prices 
will be found on page 382. 


vance 
current 


Saturday Evening, Sept. 3, 1994. 
Ammoniates, 
SULPHATE OF AMMONTIA,.—Not- 
withstanding fayorable reports from 
abroad the demand here has not been 
stimulated, and we hear of few sales 
including some 200 tons and upward to 


arrive at $3. Spot goods are quoted 
firm at $2.974%@38. Parcels for future 
delivery are quotably unchanged at 


Bal- 


$3@3.021%, cost, insurance, freight, 
timore or New York. For parcels for 
prompt delivery to New York holders 


about $3. Domestic goods 


ure asking 
for prompt delivery are quoted at 
prices a shade above those named for 


goods, 


foreign 


FISH SCRAP.—The menhaden fish- 
ing in the North and South shows an 


improvement, and the fish are running 
fatter. Fishermen are behind in their 
deliveries on contracts of scrap. Quo- 
tations temain uncharged for parcels 
of dried 10 per cent. ammonia and 14 
per cent. bone phosphate at $2.40 and 
1¢ and acidulated wet scrap, 6 per cent. 
ammonia, at $2.20 and 35, f. o. b. fish 
works. Imported fish guano is held at 
$2.55 and 10 for 10 to IL per cent. 
ammonia acid 15 to 10 per cent. bone 
phosphate, cost, fremght and insurance 
New York, Baltimore or Philadelphia, 
but no large sales could be traced. 

AZOTINE.—We have nothing of in- 
terest to report in this market, and 
prices are quoted firm in primary mar- 
kets. Parcels are quoted at $2.60@2.65 
per unit. 

TANKAGE.—Only a sraall business 
is being carried on at prices within the 


quoted range, and sales were mostly 
of parcels of high grade tankages for 
prompt shipment. Bids in most in- 
stances are below sellers’ views. Pack- 
ers are firm and continue to quote 
$2.17@2.20 for parcels of high grade 
concentrated tankage, 15-16 per cent.; 


$2.15 and 10, for 10-11 per cent., and 10- 
15 per cent.; $2.17% and 10 for 9 and 
20 per cent.; $2.10 and 10, and for 8 and 
20 per cent., $2.10 and 10, all per unit; 
and $15@16 for 7 and 20 per cent. per 
ton, all terms f. o. b. Chicago. 
GARBAGE TANKAGE.—The usual 
deliveries on contracts are being made 





and are of a fair volume. Quotations 
continue to rest on a firm basis from 
$8@9 per ton, according to quality, 
quantity and selier, 


HOOFMEAL.—In the absence of 
sales the market here remains devoid 
of interest. Quotations remain steady 
and sellers continue to name $2.20@ 
2.35 per unit f. 0. b. Chicago. 

DRIED BLOOD.—In response to fair 
inquiries from the South and light 
available supplies in primary markets, 
prices are firm but withcut quotable 
change. We hear of several moderate 
sized parcels having been sold at 
$2.38744@2.40 f. o. b. Chicago, for ship- 
ment to the South, 2ackers remain 
lirm on high grades and are quoting 
at $2.40 for prompt delivery and $2.45 
for future shipment, f. o. b. Chicago. 
Quotations remain firm on parcels of 
dried 12-13 per cent. ammonia, f. 0. b. 
New York at $2.50@2.55, and parcels of 


high grade at $2.40@2.45 f. o. b. Chi- 
cago. 

NITRATE OF SODA,.—O0Offerings of 
spot parceis are light, and parcels of 
96 grade due here are being held at 
$2.17%, and later arrivals at $2.20. Par- 


cels to arrive in January to April in- 
clusive are quoted at $2.25 fur 96 grade 
and $2.224%4 for 95 grade. Holders are 
firm and are quoting spot parcels of 
96 grade at $2.17%, and futures at $220 
@2.25. For spot 





2.25. lots of 95 grade $2.15 
is being asked and for futures $2.174@ 
2.22%. We hear of no large transactions 
and the market is quiet. 
PYRITES.—Prices have undergone 
no perceptible change and are firm in 
tone, in sympathy with high ocean 
freight rates and a fairly good inquiry. 
We hear of additional sales of 25,000 
tons having been made the past month 
for fall delivery. Parcels embraced 
furnace size domestic pyrites averag- 
ing 45 per cent. sulphur at slightly be- 
low $5 per ton, f. o. b. shipping port. 
In the foreign grades no sales of im- 
portance have been effected. Prices are 
as low as they ever have been and any 
improvement in the demand will serve 
to create in upward movement. There 
are only two or cvthree large domestic 
pyrites mines, and a number of smaller 
ones, Which, however, are not of im- 
portance. Three quarters of the pyrites 


consumed here are foreign goods. 
Quotations are firm, unchanged, and 


holders are offering parcels of Spanish 
crude, unwashed fines, washed ore, at 
74%@9ec. per unit; lump ore, washed, at 
10%@l1lic. per unit; sulphur contents 
and lump non-arsenical ore, at 12@138¢, 
per unit; non-arsenical high grade lump 
at 12@18c.; arsenical lump, not washed, 
2(4%@11c.; washed arsenical smalls at 
9%@10%c., and washed arsenical dusty 
smalls at 7@9c.; all per unit, 


and buyers of 
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Phosphates. 


ACID—Under a seasonable consum- 
ing demand anda fair volume of orders 


booked, prices show firmness. Quota- 

tions are unchanged at 60@67\4c., ac- 

cording to point of shipment. 
BONES.—The market is firm, and 


owing to a good inquiry and scarcity 
of some grades, prices snow an upward 
tendency. Unground steamed and 
ground steamed bone has been and is 
in good demand, which resulted in fair 
sales of carload lots at prices within 
the quoted range. Bone collectors, in 
most instances, are not inclined to close 
out further lots of the latter men- 
tioned grades and are holding same for 
higher prices. Quotations are firm and 
nominat, for junk at $16 and upward, 
butcher at $16 and upward, ground and 
steamed at $21 and upward, unground 
and steamed at $19 and upward, and 
boiled at $19 and upward, according to 
quality, quantity and terms of sale. 
Kone black refuse discards from sugar 
refineries continue in good request, and 
additional carload lots changed hands 
at prices ranging from $12@6.50 per flat 
ton, according to the percentage of 
lime bone pnosphate, quantity and 
terms of sale. 

PHOSPHATE ROCK.—The market 
for high grade Florida rock shows de- 
cided strength, owing to the small 
available supply, scarcity of labor and 
rainy season in the phosphate regions, 
which will ultimately result in an ad- 
vance in prices. The booking of new 
orders and the movement of supplies 
on outstanding orders of all kinds of 
phosphate rock continues good at pri- 
mary markets. Parcels of hot air dried 
Charleston rock are being held at $3.50 
f. o. b. vessels in Ashley river. The 
comparative exports of crude rock and 
ground from the port of Charleston 
from Sept. 1, 1908, to Aug. 26, 1904, are 
as fullows, in tons:— 


71908-1904, --1902-1903- 





Destination— Cr’de, Grind. Cr'de. Gr'nd. 
SSRGEIONO «a ckccaned 11,486 2,885 17,877 
Barren Is'd, N. Y.. ee eee 4,550 
NOrfoOlK .cccccscoee 4,217 526 
WeOPMOUth ..ccocse § seve 1,% 
Wilmingt’n, N. C.. ‘ 
CRPTMPOE ccccccsvoees . 
Other ports........ : 

Total U4,516 7,102 24,547 

Potashes, 

MURIATIE..—Several large lots are 


pending sale but no details of transac- 
tions were obtainable. There continues 


to be a good inquiry from the South 
and indications point to a brisk de- 
mand in the near future. Quotations 


remain stationary for spot parcels of 80 
per cent., at $1.88@1.924%%c, according to 
point of shipment. Manure salt, 20 per 
cent. actual potash, is quoted at 64@ 
67¢c., and double manure salt, 48 per 
cent., at $1.12@1.144, according to point 
of shipment. 

SULPHATE.—There has been a fair 
inquiry from Southern points and some 
business has been done at quoted prices 
but details are being withheld. Quota- 
tions are stationary at $2.11@2.14, basis 
48 per cent., according to point of ship- 
ment, 

KAINIT.—Under a fair amount of in- 
quiries from the South and a better 
disposition to make purchases several 
parcels have changed hands embracing 
some 300 tons and upward for future 
Shipment. Quotations rest on a firm 
basis for supplies in bags at $10.05 for 
shipment to the North and at $10.55 for 
shipment to the South. Parcels in bulk 
are held at $9.05 for shipment to the 
North and at $9.55 for shipment to the 
South, 


If you desire to be brought in con- 
tact with concerns who offer bargains 
Which enter into the manufacture of 
chemicals, drugs, paints, dyestuffs, fer- 
tilizers, naval stores, varnish, white 
lead, cotton oil, linseed oil, lubricating 
oil, ete., we would respectfully refer 
you to the Machinery Department of 
this publication, which you will find on 
page 23. Any special information that 
may be desired will be gladly furnished 
upon application, for we are in a posi- 
tion to place prospective purchasers in 
direct communication with the manu- 
facturers of machinery of all kinds, 
© > eo —______. 


(Special Correspondence to the Reporter.) 
Baltimore Fertilizer Market, 
Baltimore, Sept. 1, 1904. 
SULPHATE OF AMMONIA.—Notwithstand- 


ing bullish reports from abroad, the market 
remains quiet, and no sales of importance 
have been effected. Latest advices quote 


parcels for September to March shipment, in- 


clusive, $2.974%@3, cost, freight and insur- 
ance, Baltimore and New York. 
TANKAGE.—This article as well as other 


ammoniates during the early part of August 
were dull, and business was principally con- 


fined to small odd parcels, which were pur- 
chased from small producers at concessions 
from nominal quoted prices. During the 
latter part of the month there has been a 
slight improvement in the inquiry from the 
South, but only small parcels change hands. 
The Western situation remains unchanged 
and tankage is quiet. The position of the 
market for blood is stronger, in response to 


an improved demand and curtailed supplies. 
Futures are being firmly held, and holders 
are quoting 5@10c. per unit above prices 
quoted below. Quotations are being fully 
maintained, and packers quote:—Ground 
tankage, 11 and 15 per cent., at $2.17144@2.20 
per unit; ground concentrated tankage at 
$2.15@2.171% per unit; ground blood at $2.37% 
@2.40 per unit; hoof meal at $2.27%@2.30 per 
unit, all f. o. b. Chicago, Crushed tankage, 


9 and 20 (futures), $2.55&10@$2.57144&10, cost 
and freight, basis Baltimore. 
NITRATE OF SODA.—The market shows 


firmness, and indications point to firmer and 
probably higher prices. Parcels of 95 grade 


for prompt delivery are quoted at $2.12% 
and futures at $2.174%@2.20. Parcels of 96 


grade for prompt delivery are being held at 
$2.15 and futures at $2.224%.@2.25, 


































(Special Correspondence to the Reporter.) 
Charleston Fertilizer Market, 
Charleston, Sept. 1, 1904. 
SULPHATE OF AMMONIA.—The demand 
for this article continues light, and the market 
is quiet. The quotations have not undergone 
any change. They are $3.10 per 100 pounds, 
guaranteed minimum 25 per cent. ammonia, 


Cottonseed Oil Export Statistics. 


The following table shows the 
amount of cottonseed oil, in gallons, 
exported to each country during the 
month of July and during the petiod 
of seven months ended July 31, 1904, 
with comparisons:— 









































cost and freight at Charleston. : 

FISH SCRAP.—There are several cargoes ex- EXPORTS DURING JULY. 
pected to arrive at this port. Prices continue 1908. 1904. 
unchanged. Machine dried fish, $2.65 per unit | United Kingdom.. 25,169 270,464 
of ammonia and 10c, per unit of bone phos- } Belgium .. 1,250 212,660 
phate, in tons of 2,000 pounds, ex vessel at | France 50,000 83,850 
Charleston. There is not any more acidulated | Germany .............+++++ 20,000 239,400 
fish obtainable, the catch having been consid- | Italy ..........ceceeceeeeees 46,361 99,050 
erably less than was anticipated. Netherlands ..........++++++ 113,320 261,852 

TANKAGE.—There is not anything to report | Other Europe..... on oncu sted 95,260 404,297 
by way of change in the price of this article. | British North America...... 90,504 22,140 
The market remains quiet. The quotations | Cent. Am. & Br. Hon 3,065 8,827 
are:—For crushed, $265 per unit of ammonia | Mexico +s 234,982 270,551 
and 10c. per unit of bone phosphate, delivered | Cuba ........ssseeeeees 14,600 32,340 
at Charleston. The price of ground is $2.75 | Other W. I. & Bermuda.... 70,495 84,310 
and 1dc. APBentina ..ccccsccccsssess ‘ 3,786 19,845 

GARBAGE TANKAGE.—The price of this Braid ccccccccccccccccccee . 40,324 65,400 
article has not undergone any change. The | Chile ....cseseeceeseeeeeees  seenes 3,111 
market is quiet. The quotation is §8 to $9. Other South American..... 28,512 23,862 

DRIED BLOOD.—The quotations for this | British Australia........... 1,922 3,987 
article have not undergone any change, al- [| Other Asia and Oceanica... 200 , 100 
though dealers are slow to make contracts { British Africa..........++- . 4,450 15,761 
for future delivery, in consequence of the | Other Africa..........+++ os 1,367 9,238 
unsettled conditions of affairs at the slaugh- nak, 
ter houses. The last sale was at $2.80 per Totals, gallons.........+. . 845,567 2,121,045 
unit of ammonia, delivered at Charleston. i. aie ' . 

NITRATE OF SODA.—There is not any- EXPORTS DURING SEVEN MONTHS. 
thing new to report in the status of this 1902. 1903. 1904. 
article, The market remains firm and the | United Kingdom.. 1,260,920 784,856 1,548,602 
demand continues to be good. The quota- | Belgium -. 142,246 98,181 360,334 
tions are:—For September arrivals, $2.15 per | France . 2,606,501 2,590,130 3,424,945 
100 pounds, and for winter delivery $2.20 per | Germany .. 1,771,152 1,543,127 1,908,719 
100 pounds ex vessel at Charleston, 95 per] Italy ...... 469,794 1,126,315 996,188 
cent. nitrate. There is not any 96 per cent. | Netherlands ..... 5,620,381 3,551,205 2,842,218 
nitrate being brought here. Other Europe.... 1,493,966 2,756,905 2,846,440 

PYRITES.—The demand for this article | Br. N. America... 556,000 443,002 307,705 
continues to be good, for large quantities are | Cent, Am. & Br. ae 
required to fill orders. The quotations re- Honduras ..... 11,244 13,756 39,473 
main the same, and are $5.75 per ton of | Mexico ... . 1,306,137 2,131,465 2,911,347 
2,240 pounds, for lump, and $4.75 per ton for ] Cuba ........... * 50,736 76,190 67,557 
fines, ex vessel at Charleston. Other West Indies _ ‘ 

ACID PHOSPHATE.—There is a continued & Bermuda...., 611,375 635,504 543,391 
demand for this article to meet the require- | Argentina ....... 39,121 25,638 141,849 
ment of the mills around Charleston. The | Brazil ........-.. 589,745 265,569 538,255 
price remains the same, and is $9 per ton of | Chile .......-.+++ 24,304 10,857 19,401 
2,000 pounds, f. 0. b. at Charleston, in bulk, | Other S. America, 216,076 246,674 187,611 
guaranteed 13 per cent. Br. Australla.... 21,888 63,099 48,772 

SULPHATE OF POTASH.—There is not any | Other Asia and 2740 
change to report in this article. The mar- Oceanica ...+++ 66,031 
ket remains quiet, The quotation is $2.14 | British Africa. 40°668 
per hundred pounds, ex vessel at Charleston, | Other Africa..... re a 
basis 90 per cent. a S ain ae 1 aa oe oo 

DOUBLE MANURE SALT.—The demand for Totals, gals..... 16,696,136 16,408,235 18,832,244 
this article continues the same. The quotation EXPORTS BY MONTHS. 
has not undergone any change, and is $1.11% 1901 1902 1908 1904 
ver 100 pounds, ex vessel at Charleston, basis SOL, Wan. RP oan = 
WS pee Ams is, ex V 1 at Cha re 6,089,587 2,5:333, $40 4,202,228 3,291,028 

MURIATE OF POTASH.—The demand for | Feb..... 6,289,992 2,261,340 2,908,178 500 
this article remains the same. The price is | March... 5,251,955 2,272,824 3,025,721 pp gt 
as previous!y reported. The quotation is | April... 4,944,895 2,255,276 2,633,959 Ye "734 
#1.864%5 per 100 pounds, ex vessel at Charleston, | May..... 1,528 2,775,577 2,100,348 aos 
Basis 8) per cent. June.... 2,339, 7033 1,761,837 1,283,174 sar os5 

MANURE SALT.—There is nothing new to] July.... 1,852,602 1,876,842 erat. 2,121,045 
report in the condition of this article. The | Aug..... 1,843,434 1,626,299 1,187,819 os 
market remains le . rice is 2 > Sept.... 1,585,701 2,726,003 1,267,153 a ae 

é ains quiet. The price is 20 per p i 
cent., 65c. per 100 pounds, ex vessel at Charles- Oct...... 3,837,162 4,001,322 1,572 948 e 
ton, in bulk. ; : Nov..... 4,371,917 4,096,691 3,441,762 : 

KAINIT.—A steady demand prevails for this | Dec..... 4,795,760 5,063,169 5,063,169 . 
article, large quantities are needed to fill or- se San aiece aan 
ders from the interior and to supply what is Totals.47,173,214 04 ae eae a oer ten 





reauired for local consumption. The steamship | Average 3,931,101 


than 








Lord Downshire, which brought more 
6,000 tons from Hamburg, will soon be dis- 
charged. During this week the steamship Lin- The space given by the Farm Papers to inquiry and dis 









cussion of the merits of 


NITRATE OF SODA 
The Standard Ammoniate 


cairn arrived here with a large cargo. The 
quotation is $9.55 per ton of 1,016 kilos (2,240 
pounds). All potashes are ex vessel at Charles- 


invoice, weights and analyses. 





ton, foreign 

PHOSPHATE ROCK.—The demand continues | | Proves that Fertiliser Users are demanding gos consalte 
— A number of vessels oo — “Complete Fertilisers.” It is e 

chartere o carry cargoes coastwise. 1e 

large steamship Dorathy is now at this port CHEAPEST —. 
taking on board a full cargo. The quotation WILLIAM S. MYERS, Director, 

is $3.54) per ton for kiln dried, alongside of Chillan Mitrate Works, 12-16 John Street, Hew York. 
vessel in the Ashley River. 


THE GEO. F. TAYLOR CO., 


80 PINE STREET, NEW YORK 


BONE BLACK AND FULLERS EARTH 


For Sugar and Oil Refining; also Color and Chemical Purposes 


FERTILIZER CHEMICALS and MATERIALS GENERALLY 
ReBowowewewsessesewesesesosesowsesiess 


SULPHATE OF AMMONIA 


AMERICAN COAL PRODUCTS CO. 
Sole Agents for the Largest 
Coke-Oven Plants Located in Various 
Sections of the United States 


ADDRESS 
DEPARTMENT SALES, 17 Battery Place, 
o Be MeMoMesoRososososlosotos, ofesotesesesemoemessesseweiemy 
nae eens Ae ERR EAA I TL A A SSA, 


BELLHOUSE, DILLON € CO., 
30 St. Francois Xavier St., MONTREAL. 


Offer Canadian POTASHES, Inspected by Government Officer and Guar- 
anteed Free from Salt. 








New York 


ENQUIRIES SOLICITED. 


HAMILTON H. SALMON & CO. 


88 Wall Street, New York. 


IMPORTERS, EXPORTERS and COMMISSION MERCHANTS. 


Fertilizer Materials and Chemicals for Manufacturing Purposes of 
all descriptions. Specialties: Muriate of Potash, Double Manure Salt, 
Sulphate of Potash, Kainit, Sylvinit, and other products of the 


Stassfurt Mines. 
CORRESPONDENCE SOLICITED. 


Samples and Information upon Application. 











OIL PAINT AND DRUG REPORTER 58 
ALBANY CHEMICAL CO. |The AMERICAN CHEMICAL C0.|HELLER, HIRSH & CO., “™sa%sna"™ 


ALBANY 
CINCINNATI, O. Main Office:  , pnANCH OFFICES : 








Patent onan viet a sarees essere oor oe tae ot, 4 133 Norn orth Fra st. ic mn dale Pha, Pe 
SODUX ER ° 
Sulphuric Ether, Etc., Ete. CARBOHATING aa Boe Powenen cusric snk Potash om” : Fertilizer Materials 203 Dwig he Bul Kan Laan. Mo 


‘Bicarboute Sema | Lister's Agricultural Chemical Works 


Sal Soda Epsom Salts tiie 
‘DIAMOND SODA WORKS, ew Rice dace * Wom, 26 BROADWAY, Room 608, NEW YORK 


BTSULPHIDE OF CARBON| _egiiigiiuamae—_.g, BONE BLACK FOR OIL REFINERIES A SPECIALTY 


In Dr 
E.R. TAYLOR, i  j4.SUGAR REFINERIES 
iyi GLUE, GREASE, &c., &c 


MANUFACTURER, 
PENN YAN, iN.«j. Y.. 
—_—_—————__— Asphaltum Substitute for Japan 
BINDERS FOR THE REPORTER, $1.00 and Varnish Manufacturers..... 


snaaPoaigleichasansicwi tunis SULPHATE OF AMMONIA AND OTHER CHEMICALS. 


RcH & Dwicnutr Co. 


gURERS» 


BI-CARB SODA 559205 
f | | ne eat ATED SALSO 638°" NEWYORK. 
cu RGWN BERIT AL A c= E. 
“3 SALSOCON icENTR 2° MONO-HYD prt 


THE Puree -NIT BEST RBONATI wesc rt De eo 
H CA PO ER. 


FOR Bortiere ENIT ch MANUFACTURERS OF WDER. _-o WATERS. 
MORE ECONOMICAL AND PURER THAN 1 MARBLE DUSTor WHITING. 





















ea 
a? men, ve? @ 


The Mathieson Alkali Works 


SALTVILLE, VA. 


| Manufacturers of P ure Alkali, 58% 
Thustlo Brands Soda Ash, 48% 
“ (Caustic Soda, 70”, 72%, 74%, ana 76% 


THE CASTNER ELECTROLYTIC ALKALI CO. 


NIAGARA FALLS, N. Y. 


Bleaching, Powder and 
Caustic Soda 99% Pure 








Manufacturers of 
OGRA A EIRENE Sl CRN A Ri SO 











Quotations promptly furnished for Spot or Forward Delivery 


ARNOLD, HOFFMAN @& CO., Ine. 


SOLE AGENTS, 


Providence. New York. Boston. Philadelphia. 
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GOLD MEDAL 


Pan-American Exposition, Buffalo, 1901. 


OIL PAINT AND 





BYEEAT 
reer 





AWARDED TO 


THE HELLER & MERZ CO. 


NEW YORK, CHICAGO, PHILADELPHIA, BOSTON. 





MANUFACTURERS OF 


Ultramarine, Aniline Colors. 


BALL BLUE and BARREL PAINT 
SOLE AGENTS FOR 


“PONOLITH” 





American Lithopone of Superior Quality. 
SAMPLES, PRICES AND INFORMATION FURNISHED ON APPLICATION. 


THOMSEN CHEMICAL COMPANY 
BALTIMORE, MD. 





Manufacturing Headquarters for 


PHOSPHATE SODA, (Medicinal and Technical) 
PHOSPHATE AMMONIA, EPSOM SALT 
SULPHATE ZINC 
C. P. and COMMERCIAL ACIDS (all kinds) Etc., Etc. 


SEND FOR CATALOGUE. 


Cochrane Chemical Co. 


55 Kilby Street, Boston, Mass. 


———MANUFACTURERS OF —— 





OIL VITRIOL AQUA AMMONIA ALUM 
MURIATIC ACID SULPHATE AMMONIA POROUS ALUM 
NITRIC ACID SAL AMMONIAC SULPHATE ALUMINA 
A FORTIS SULPHATE SODA CHLORIDE ALUMINA 
ACETIC ACID BISULPHATE SODA WOOL CARBONIZERS 
BISULPHITE SODA NITRATE IRON 


HYPOSULPHITE SODA NITRATE COPPER 


SULPHIDE SODA CHLORIDE ZINC 
STANNATE SODA IRON LIQUORS 


OXY MUR, ANTIMONY AND OTHER CHEMICALS. 
ELECTROLYTE OR STORACE BATTERY SOLUTION. 


Business Founded 1849. Works at EVERETT, MASS. 


JOHN D. LEWIS, 


MANUFACTURER OF 


DYEWOODS and EXTRACTS 


Importer of DYESTUFFS and CHEMICALS, 
3 6 4 Exchange Place Charles and Bank Sts, Providence, R. I. 


F. BREDT & CO., 


NiW YOR, ‘4 FULTON ST. PHILADELPHIA, 12 SO. FRONT ST, 


IMPORTERS AND MANUFACTURERS 


Tannic Acid, White and Brown Sugar of Lead, Olive Oil and 
Olive Oil Soap, Tartar Emetic, Antimony Salts. 


Gum Tragacanth, Acetine, Gambier and Aniline Colors 


EXTRACT INDICO 
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DYE MAR 2 KE’ r. a 


when otherwise specified, 


vance on these figures. 

current will be found on page 32. 

Saturday Evening, Sept. 3, 1904. 
turn of the season has been 


‘the 


nothing to justify 
expectations. New business of moment 
is almost at a standstill. There are 
some calls for jobbing needs, but 
movement on contracts is less active. 
Albumen is steady. Aniline oil and 
salt are firmly held, with the prospect 
of an advance. 
unchanged from the August schedule 
of quotations. Cochineal is quiet, but 
without’ loss of strength. The posi- 
tion of gambier is well maintained on 
spot, but the shipment situation is 
uncertain, under the reported influence 
of London bears. Nutgalls are stronger. 
Yellow prussiate of potash is still un- 
settled. All grades of starch are steady, 
Zine dust shows increased activity. 

ACETATE OF SODA.—The firmer 
miurket for acetic acid has not yet re- 
flected any change in this product, quo- 
tations remaining on the basis of 
3%@3%c. as to quantity. 

ACID, TANNIC.—Under aes fairly 
steady demand recently prevailing, 
prices continue to be well sustained at 
3@3he. for commercial and 50@55c. for 
crystals. 


ALBUMEN.—The 


yet there is 


lack of new bufi- 
ness for blood and egg albumen is 
without appreciable effect on spot 
values, under the continued strength 
of the primary markets. Some grades 
of domestic blood have been quoted 
at a higher range, but some English 
goods are offered at 19%c. Chinese egg 
albumen commands 45@50c. and up to 
65e. is asked for some of the finer Rus- 
Sian varieties. 

ANILINE OIL.—Spot values show no 
change from the basis of 9%@10c., but 
an advance has been considered reason- 
able on account of the position of the 
article abroad. 

ANILINE SALT.—Firm = conditions 
are still manifested, in sympathy with 
the foreign markets, and while our last 
range of 8%@9%ec. is still in effect a 
higher basis is regarded as warranted. 

BICHLORIDE OF TIN.—Under the 
Stability of the metal, the market for 
this product will remain for the present 
on the August basis, namely, 84@8%c. 
for 50 deg. and 114@11%c. for 60 deg. 

BICHROMATES.—The agreement of 
domestic manufacturers still serves to 
hold the market steady to the basis of 
84%@s8%c. for bichromate of potash and 
61,@6%c. for bichromate of soda, as to 
q:uantity. The impression prevails that 
these quotations will be maintained 
over the balance of the year. 

COCHINEAL.—The large wants of 
the consuming trade have been sup- 
plied, and the market now presents but 
little animation. Prices hold firm for 
all grades. Mail advices to a leading 
house here from Canary Islands, dated 
July 29, state that the speculators have 
all the stock in hand and on a more 
active demand an advance is to be 
expected. The stock in London is esti- 
mated at 280 sacks and itn Liverpool 
at 416 sacks in first hands and 62 sacks 
in outside hands. Supplies here and 
in the Canary Islands are so small 
that they count for almost nothing, 

DEXTRINE.—The position of the im- 
ported potato article is strongly sus- 
tained at 6@6'ec., under the restricted 
potato production abroad. Domestic 
corn dextrine is not so firmly main- 
tained, and in a large way 2%c. is 
possible. 

DIVI DIVI.—The market here is de- 
pressed, and a leading importer is still 
pursuing his policy of shipping his 
goods to Europe where they command 
a more favorable selling basis, espe- 
cially in Liverpool and Hamburg. 

GAMBIER.—The spot situation con- 
tinues to be well maintained, but the 
position in the East has been somewhat 
irregular during the last few days, clos- 
is at- 


ing at a decline. This condition 

tributed to the influence of London 
bears, who are believed to have been 
attracted by the long-continued dull- 


ness of this market, The heavy arrivals 
noted last week, aggregating more than 
1,100 tons, have been well disposed of, 
some large sales having been made 
from dock at 8%c. There are said to 
be no further offers in this position at 
the same price. Store goods are still 
held at 44@4%c., as to length of stor- 
age, quantity and seller. The Singa- 
pore market reached as high a level as 
4.20c., but under the influence of the 
speculative movement abroad, the 
price has given way until 3.90c. was 
named for shipment. According to the 
statistical position of gambier on the 
first of the month there were 6,900 bales 
in store here and in Boston, 100 less 
than on August 1. There has been a 
large increase in the deliveries during 
the month over those of the previous 
month, the total being 16.069 bales, 
against 6,342. The visible supply from 
September 1 to November 1 is 29,533 
bales. 

INDIGO.—Quiet conditions still pre- 
vail for both the synthetic and natural 
products, the movement of new busi- 
ness being restricted by the continued 
depression of the New England indus- 
tries. Prices have not been quotably 
affected. We have the following from 







NOTE.—Our prices are for large lots except 
and buyers of 
small quantities must expect to pay an ad- 
Complete prices 


awaited with the hope of some relief 
from the long period of dullness, but as 
these 


the 


All the tin products are 


en a 
SR te or eRe 





the Indian Planters’ Gazette, of Cal- 
cutta, giving the first forecast of the 
indigo crop of 1904, as presented by the 
Department of Land Records and Agri- 
culture of the united provinces of Agra 
and Oudh:— 

Area,—Last year a slight improvement took 
place in the area sown with indigo, and the 
ascertained area of that year amounted to 


140,836 acres, compared with 135,811 acres in 
1902. Exact figures of area for the cur- 


rent year will not be known until December 
next, but, according to a preliminary statement 
received from the village accountants, the to- 
tal area sown with indigo up to the middle 
of April this year amounts to 28,777 acres, as 
compared with 41,817 acres last year, while 
the indigo area which received canal irriga; 
tion up to May 31 has been reported by the 
Irrigation Department at 28,614 acres, com- 
pared with 55,738 acres in 19038, The figures 
suggest that there has been little or no falling 
off in Benares, Gorakhpur and Oudh, but that 
in the canal tract the reduction in area is 50 
per cent., and the reports received from land- 
holders go to confirm these inferences, 

2. Condition.—The seed germinated well, 
and irrigation from canals was generally ample, 
but that from wells was rather deficient. Hot 
winds were this year less severe than usual, 
and the prospects of the indigo crop on the re- 
duced area sown are so far good, and a normal 
out-turn is expected; but this estimate is liable 
to modification should the remainder of the 
season prove unfavorable. 

MURIATE OF TIN.-—Prices which 
have prevailed of late will remain in 
effect through September as follows:— 
9@9\c. for 36 deg. and 15@15\%c. for 52 
deg. 

NUTGALLS.—Under the conditions 
we have noted in late reports, blue 
Aleppo nutgalls are held with increas- 
ing firmness. Sales have been made 
during the week at 13'%c., resulting in 
a current basis of 14c., for which only 
limited quantities would be released. 
The producing centers are said to be 
almost out of supplies, and a similar 
condition is reported in London. Hold- 
ers of China galls are likewise firmer 
at 134%@l14c. 

PRUSSIATES.—The market for yel- 
low prussiate of potash is in a position 
where quotations count for little, and 
an order in hand is needed to test sell- 
ing values. Open quotations stop at 
12%c., and the range extends to 12\4c. 
Prussiate of soda remains on the nom- 
inal basis of 94@9'%4c. 

STARCH.—Pearl corn starch is 
steadily maintained at 1.87c. in bags 
and 2.02c. in bbls., carload lots at New 
York. The range for some _ fancy 
brands extends to 2%c. in bags and 3c. 
in bbls. Powdered is held at 5 points 
higher than pearl. Potato starch is 
firmly held at 44%c. for domestic and 5c. 
for foreign. 

SUMAC.—Spot 
No. 1 are held at a firmer basis at 
$44.50@46 per ton on account of re- 
duced stocks. The No. 2 variety is 
nominally at $40@43. The domestic 
goods are practically out of the mar- 
ket. 

TAPIOCA AND SAGO FLOUR.—The 
general depression of trade leaves these 
items in a dull and uninteresting posi- 
tion, and quotations have little weight 
in the absence of an order. Nominally 
they remain at 1.85@2c. for sago flour 
and 2@2\c. for tapioca flour. 

TIN CRYSTALS.—Quotations for 
September will remain unchanged from 
those of the last two months, namely, 
bbls., 17¢c.; kegs, 174c.; jars, 18%c. 

ZINC DUST.—An improved demand 
is reported for this article, and some 
sales have been made from dock at 5c. 
No more dock stuff is said to be avail- 
able at this price. Store goods are held 
at 54@6c. 


supplies of Sicilian 


7**e 


Imports and Exports. 


Below we give a summary statement of 
the imports and exports of the United 
States for the seven months ending July 
31, 194, compiled by the Department of 
Commerce and Labor at Washington. We 
also give the same information for the 
corresponding period of last year for com- 
parison:— 

Imports. 


1903. 1904. 
\lizarine and alizarine 
Colors, 108... ci icccs es 2,544, 135 2,570,269 
Argols or crude tartar, 
SO. dade teases eee ses 15,783,214 


Asphaltum or bitumen, 
crude, tons.......... 
Bark, hemlock, cords. 
Bark, cinchona or 








other quinine, Ibs... 
Bristles, Ibs....... os 
COMME, IDSs ccs ssccus 
Clay of all kinds, tons. 21,198 
Coal tar color and dyes $3,014,410 
Cochineal, Ibs......... f5,053 
Cocoa, crude, ete., Ibs 
Cork wood, or cork 

bark, unmfrd........ $988,148 = $1,147,800 
CONE, TREE GOs 6cas ces $575,671 $491,452 
Cuteh and = gambier, 

OSG: pehiaaceeckennes 22,310,822 15,826,353 
Glass, bottles, etc., 


empty or filled...... $513,951 $379,697 
Glass, cylinder, crown, 

ete., unpolished, Ibs.. 
Glass, cylinder and 


crown, polished, un- 


82,239,768 26,346,846 


silvered, sq. ft...... 1,592,042 735,574 
Glass, cylinder ind 

crown, polished, sil- 

vered, 8G. fb. .csacece 196 950 
Glass, plate, fluted, 


rolled or rough, sq. ft. 162,103 151,308 
Glass, plate, cast, pol- 
ished, unsilvered, sq. 
Lt we esdcncersoverse 
Glass, plate, cast, pol- 
ished, silvered, sq. ft.. 


2,790,270 


8,716,701 


1,505 
$1,516,071 











Glass, all other....... 
Gime, WMGiccocssvcrsoce 3,296,845 ¢ 8 
Glycerine, Ibs......... 23,712,397 19,706,483 
g and oils....... $306,468 $660,086 
GGG ies «+ tae ob nave $156,359 $200,585 
Guano, toOns......s..+. 14,292 17,478 
Jum, arabic, Ibs...... 1,915,182 2,225,864 

Gum, camphor, crude, 
TOR, sccewcasseesvcse a’ 1,681,627 1,605,266 
Gum, chicle, Ibs. 3,081,980 3,068,950 





Gum, copal and kat 


lbs. 16. 264,686 14,475,805 








Weed, Ths, .ccensaceaes 2 1,577,316 
INGIGO, IDS... .0.csccere 8 3,414,158 
Lead in ore, Ibs....... 122,622,306 116,906,621 
Lead, pigs, bars, etc., 

DE. c.pre bee Ce cde cet cee 719,899 12,100,602 





i 


GENERAL CHEMICAL CO. 


608 BOURSE, PHILADELPHIA, PA. 


MORO PHILLIPS WORKS. 


OTL PAINT AND DRUG REPORTER 5D 








NITRIC ACID 
SULPHURIC ACID 
TIN CRYSTALS 


ZINC CHLORIDE A. DeRONDE & CO., Agents, 


228 Front St., New York. PASSAIC, N. J. 








LINDER & MEYER 


89 STATE STREET, 


BOSTON. 


AMERIGAN DYEWOOD CO, 


Representing WING & EVANS OF NEW YORK, 


FOR THE SALE OF 


48” and 58” Pure Alkali and Caustic Soda 74” and 76” 


MANUFACTURED BY 


BRUNNER, MOND & CO., LTD., England. 





EXTRACTS 


—,) 


and CARMINES 


INDIGO. 


TAYLOR & BARKER, 


Manufacturing Chemists, 


LOWELL, MASS. 





43,021,104 


66,010,207 


Licorice root, Ibs...... 
lime, chloride of, 
bleaching powd 
Linseed or flax 
Logwood, tons 
Other dyewoods....... 
Mineral waters, all not 
artificial, 
Nutmegs, 
Oil, whale 
gals. 
Oil, 
Oil, 
Oil, 
Oil, 
Oils, 
tial 
Opium, crude, 
Opium, prepared, 
Paints and colors...... 
Pepper, 108... cccoseces 
Perfumery, cosmetics, 
GEG, ce csesececsecsrons 
Phosphate, crude, tons, 
Other fertilizers....... 
Plumbago, tons....... 
chlorate of, Ibs. 
muriate of, Ibs. 
nitrate of, or 
Ibs. 9,618 274 
Ibs.. 34,4 
salts of, 


or 











SOIR. savaes 


and fish, 
other animal, 
mineral, 
olive, gals... 
other fixed.. 
volatile or 


gals. 





258. 71 
69,974,171 


Potash, 
Potash, 
Potash, 
Saltpeter, crude, 
all other, 
all 





Potash, 

Quinine, 
ozs. 

Shellac, 


1,527,908 


6,485,041 


TWO s ccccocsssne 
Soap, fancy, perfumed, 
and all toilet, Ibs.... 
all other........ 
caustic, 
nitrate of, 
IDB. gc cn scnee 
Pes scccsaes 
salts of, 








Soap, 
Soda, 
Soda, 
Soda, 
Soda, 
Soda, 
Ibs. 
Spirits, 
Sponges 
Sulphur or brimstone, 
TOMS. ..ce reves 
ground, Ibs... 
Ibs... 


Ibs...... 


sal, 
ash, 
other 


crude, 
Sumac, 
Vanilla beans, 
Zine, in pigs, 


Exports of Domestic 


Acids 
Acetate of 
Alcohol, 

gals, 
Alcohol, all 

proof, gals......e+-+. 
Ashes, 


Ibs, 


lbs... 
proof, 


lime, 
wood, 


pot and pearl, 


Baking powder, 
Bark and 
tanning 
Beeswax, 
Candles, 
Cement, 
Copper, 


extract for 







BOR. 6.088 
sulphate 
Cork, mfrs. of.......+. 
Cottonseed, Ibs........ 
Dyes and dyestuffs.... 
Flaxseed, bu......+-+. 
Ginseng, IbS.....-...6 
Glass, window......... 
Glass, ali other........ 
Glucose or grape sugar, 

Ibs. 
Glue, 
Grease 

stock 
Gunpowder, = 
HOPG, TWB.2 cece ccccvece 
Lampblack 
Lard, 
Lead, 

ibs. 


$1, arent 


91,267,020 
1,611,736 


MDB... cers secccees 
and all soap 


$2,024,615 
SD 





| Sage spenly 200,819,093 
rigs, 
; 6,462 




















55,064,387 





$1,422,996 
285,011 
78,048 
$903,187 
8,046, 142 


o« 








“= 


$1,2 27 
iP 760 
79,061 

56,384,847 


1 "700, 61 
$372,445 


Merchandise. 


$47.85 
$1, Od.010 


85,811,807 
1,503,414 


$1,828,860 
316,400 





66,651 


ium | JACQUES WOLF & CO. 
P HOSP HORUS cme no FABRIQUES DE PRODUITS CHIMIQUES 
| 
| 








Everything in Dyestuffs 


BOSTON 


SOLVAY PROCESS CO., Syracuse, N. Y. 


Naval Stores Export Statistics 


The following table gives the ac- 
counts of the several products shipped 
month of 
of seven 


NFW YORK PHILADELPHIA 





the 
period 


Berlin Aniline Works. 


MAIN OFFICE: 
213-215 WATER STREET, 
NEW YORK CITY. 
208 Kinzle Street, Chicago, Ill. 
MANUFACTURERS OF 


ANILINE COLORS, ANILINE SALT, ANILINE OIL, 


CHLORIDE OF ZINC 98 TO 99%. OIL OF MYRBANE, SYNTHETIC ODORS 


SULPHATE OF ALUMINA 


Especially Made for Paper Manufacturers’ Use. 


THE JARECKI CHEMICAL CO 


SOLE SELLING 


to each country during 
July, and during the 
months ended July 31, 1904, with com- 
parisons, rosins being given in bar- 
rels and spirits of turpentine in gal- 
lons. The report of exports of rosins 
also includes tar and pitch:— 


122 Wainut St., 
Philadelphia, Pa 


124 Peari St., 
Boston, Mass. 





Exports of Rosin During July. 


1904. 
84,477 


Exported to— 
United States 
Belgium 
Germany 
Italy 
Netherlands 
Russia 
Other Europe 
British North 
Cent, Am. 
Mexico 
Cuba 
Other W. 
Argentina 
Brazil 
Chile 
Colombia 
Venezuela 
South America....... 4, 
Empire 


1903. 








28.498 
11,691 
10,513 
414 
265 


163 


America..... 
& Br. 


Honduras. 


Indies & Bermuda. 








Other 
Chinese 
Japan 
British 
Other 
British 
Other 





Australasia......... ACENTS: 
Asia and Oceanica... 
Africa esee 
MEVICEs 6 sc ccscacessece 11 








ISAAC WINKLER & BRO., - Cincinnati, O. 


HOLLINGSWORTH & PETERSON, 


653 Bourse, PHILADELPHIA, PA. 


Representing WING & EVANS, OF NEW YORK. 


FOR THE SALE OF 


PURE ALKALI, 48, & 58 per cent. 
SAL SODA, CAUSTIC SODA, 60, 70, & 74 per cent. 


MANUFACTURED BY 





Totals, rosin, tar, 


BROKERS IN 
CHEMICALS 


Included in above « 
1,219 
1070 


1,086 
1,624 


SOE wees 
Pitch ° 
EXPORTS 


( Exported to 

United Kingdom 
belgium 
Germany 
Italy 
Netherlands 
Russia 
Other 





FOR SEVEN MONTHS. 


1904 









Ho, 
478, 164 

45,101 
1 i), tOS 





101.091 
164,882 
27,031 


46,161 


Europe..... 
Br. N. America... 
Cent. Am, States & 
Br. Honduras.... 
Mexico 
Cuba 
Other West Indies 
and Bermuda. 
Argentina 
Brazil 
Chile 
Colombia 
Venezuela 
Other 8, 
« hinese 
Japan 
Br, Australasia. 
Other Asia 
Oceanica eecese 
Africa..... 
Africa...... 





SRUNNER, MOND & CO., Lid., England. SOLVAY PROCESS CO., Syracuse, W. Y. 


MERRIMAC CHEMICAL (CO. 


MANUFACTURERS OF 


Sulphate of Alumina, 
Chloride of Alumina, 
Hydrate of Alumina, 
Acetate of Alumina, 
Glauber’s Salt, Wood Alcohol, 
Alum, Sulphate of Soda, Colors. 
Incorporated 1863. Proprietors of Wm. H. Swift G Co.’s Worke 


PLEASE WRITE FOR CATALOGUE. 


4! Blood Albumen 





75 and 77 Broad Street, 
BOSTON, MASS. 


A me t ica. 
Empire... 


and 


Oil Vitriol, 
Muriatic Acid, 
Nitric Acid, 
Acetic Acid, 
Acetate of Soda, 


Bi-Sulphite of Soda, 
Hypo-Suilphite of Soda, 
Tin Crystals, Etc. 
Aqua Ammonia, 


British 
Other 


Included in above ars 


rosin, tar, ete.1,5638,724 


Tar 
Pitch 


Spirits 


ing July. 


Experts of Turpentine 





108 
975,79 
204,000 


194 
1,456,395 


Exported to 
United Kingdom 
Be Igium 
Germany 






Italy ... ov 
Nethe rlands 
Other 
























bt ere 26,211 57,913 British “North America : 
MABECIROR. 26d cciecccccece e $54,025 $43,070 | Cent. Am. & Br. Honduras.. 
Medicines, patent ot : os ian. St MNO | 5 sk 0 to etaled aa ow ois USTRI . 
proprietary ......... $2,048,550 PII 6 cv cdscyie haved se nns A A 
Naphthas, including Other W. Indies & Bermuda FRENCH. CHINESE, RUSSIAN 
all lighter products, SPOUSE cvsttoecnereecsewes 
oS oo EA 5,403,087 12,146,075 P Brazil .........cccccceces FE GG Al ALBUM k N 
Oil cake, corn, Ibs.... 448,000 DOOR ETe B CMING acc oven cece 
Oil cake, cottonseed, Colombia 
PW Sse Soest eh eee ese VEEL. ¢ccstersverwactees 
Oil cake, linseed, Ibs Other South American...... 
Oil, corn, gals.......++. Chinese Empire .......... 66 o 
Oil, cottonseed, gals... BGR is ésaceenwws-s x 
Oll, fish, @@ls...cccsere British Australasia 
Oil, illuminating, gals. Philippine Islands csaees 
Oil, lard, wals.....eses Other Asia and Oceanica 47,040 
Oil, linseed, gals...... ERPECSON. AETIGR. ss 3.0600008 14,008 
Oil, lubricating, gals.. Other Africa. ....+.sccccoees HW) CHAS. MORNINGSTAR & 00.,, 48 Park Place, New York 
Oil, mineral, crude, 
ORE. cade bsconeoreds TOCRIM ccccccdeccccceseses scm lGl, G08, 2, came. 
Os, mineral teeitunen EXPORTS FOR SEVEN MONTHS i 4 
Oil, peppermint, Ibs... Exported to 1902. 1903. 1904. Manufacturers, Large Dealers the World over, read the Oil, Paint é Drug Reporter. 
Oil, other essential.... United Kingdom. .2,846,450 2,271,516 3,202 124 
Oil, other vegetable... Belgium ava 949,014 1,112,205 1,789,216 a 
Oil, other animal, gals. GOPUSNy 6 2.06000: 3 1,( O19;548 1'443,184 
Oil, whale...secceeeees OM ee cs bodes 193,806 191,360 
Oleo Oil, IDS.....--+055 N Netherlands 1,194,384 741,847 
a Br Ane ame colon NOLD, HOFFMAN é CO., I 
Paints and colors..... Br N America 510-441 522,336 61,987 nc 
Paraffine wax, Ibs..... Cent, Am. & Br 4 wy @ 
Perfumery and = cos- Honduras........ 9,568 9,745 17,417 
MOCUICS seeeeeeccesers Py re 3,541 8,074 8,201 
Phosphate, crude, tons UR ns 39,496 52.733 68.643 IMPORTERS OF 
Other fertilizers,...... Other West Indies 
Quicksilver, Ibs......++ Du, CUS and Bermuda... 14,900 17,512 
Sepaies, BUS... ia «dee oe 1; 431, 421 Argentina ........ 115.760 158.770 
Roots, herbs and bar ks, a Th es 83,128 70,820 
N.C. So veeseeecereree $98,976 | Chile .........0005 36.780 82,001 
Soap, toilet or fancy. eee 6,675 9,910 
Soap, all other, Ibs.... Venezuela ........ 4,076 5,545 
Spermacetl, Ibs... ° ¢ Other S. America.. 22.645 49.299 
Spirits turpentine, 7,120,136 Chinese Empire... 9, 8,102 
Beara, tS. secccceaee 28,096,898 Japan * 2 OTH 15.500 
Tallow, IDS..+++ese+ees 25,190,865 Rr. Australasia... 216.232 154,340 289,869 7 
Tar, IDS.....s0seeseee 13,572 Philippine Islands. 8,910 5,450 1,650 es Uu 4% 
Turpentine and pitch, 2 Other Asia and 9 $ 
MAM 26 ut f. do8 dae ob @ 9,682 7,707 Oceanica ....... 35,222 88,025 98,965 
Varnish, galS.......-++ 438,151 411,008 | British Afri ; 66,119 90,979 48,951 
Washing powders..... $201,848 © $185,259 | Orher Africa...... 6,945 9,980 9,175 
Whalebone, IbS......++. 39,221 26,035 ee 5 ‘ ‘ 
Zine, oxide of, lbs..... 7,553,329 9,826,358 Re .8,830,878 7, 120, 1! 36 8. 773, ‘19 5 5 


Totals 





56 OIL PAINT AND 


DRUG REPORTER 








MASSENA WHITE OLIVE OIL. COD LIVER OIL 


BUHR STOCK and TALC 


For PAINT, RUBBER and PAPER 
MANUFACTURERS 


Selling Agents, The Selling Company, 
100* Pure Asphalt, for Japans, Black Varnish 


GILSONIT EE ives tessiaing tarps, te 


MINED BY 


AMERICAN ASPHALT ASSOCIATION, 


rs General Offices : 
Wainwright Bidg., ST. LOUIS, Mo. 


186 Front Street, New York City 


Eastern Agent: 


Cc. F. LACHMUND, 73 West St., NEW YORK. 
The E. grades of this excellent Asphaltum 
(over 95% pure) gives a uniform JET 
BLACK LUSTRE and is well known to 


MANJAK the Varnish and Asphaltum trades 


MELCHIOR, ARMSTRONG & DESSAU, Sole Agents for U. S. A. 


116 Broad St., New York. 
HEATH & MILLIGAN MPG. CO. ? BALTIMORE PAINT & GLASS C0. 


BOSTON. REA. BALTIMORE. 
ELLIOTT VARNISH CO., 273 Pearl St., New York; Chicago, 155 Fulton St. 


EXCELSIOR 
STRAIGHTWAY BACK PRESSURE VALVE 


is simple in construction an ys well made. Being fitted with the Jenkins 
Disc, it is noiseless and never stic i Can be relied upon at all tim s when 
using exhaust steam for he ait : or whe n used as arelitf or free exhaust on 
a condensing plant. Working parts can oe quickly thrown in and out of use 
without taking valve apa 

JENKINS BROS., New York, BOSTON, PHILADELPHIA, CHICAGO, LONDON 


—— 
PROGECGIVE PAINGS for Wood or Iron Work ¥ 


’ 
DIXON Ssss LUBRICANTS for every class of Machinery 
PENCILS of every possible variely 


GRAPHITE and scores of other useful articles 


WRITE FOR PRODUCTION CATALOGUE, 


JOSEPH DIXON CRUCIBLE CO., Jersey City, N. J. 
ACETONE Harshaw, Fuller & Goodwin Co. 
NEW YORK AGENTS. 100 WILLIAM STREET. 


CHREMNITZ and FLAKE WHITES 


—MADE BY— 
BLEIBERGER BERGWERKS UNION 


(Formerly F. P. HERBERT) KLACENFURT, AUSTRIA. 


FELIX FEZANDIE, Sole Agent for United States and Canada 


mporter of COLORS and DYES 


Successor to ADOLPHUS KEPPELMANN, 205 Fulton St., New York 


R. J. WADDELL & CO. importers 


52 BEEKMAN ST., NEW YORK. 


SOLE AGENTS 
IN THE UNITED STATES FOR 


Composition 


Sole New England Distributors : Sole South Eastern Distributors : 


KESSLER € CO., Brandt, Pa. 


MANUFACTURERS. 


Italian and Spanish. Norwegian and Newfoundland. 
# # IMPORTERS # # 
A. W. DODD & CO., - - Gloucester, Mase. 


S. WINTERBOURNE & CO. 
Varnish Gums, China Wood Oil 


LONDON, NEW ZEALAND and 04 Pine Street, NEW YORK. 


CARBOLIC ACID “neu. 


also Crude 
CREOSOTE OIL 
Made by CHEM. FABRIK LINDENHOF, C. Weyl é Co., Inc., Mannheim, Germany 
Largest Coal Tar Distillers in the World. 
Correspondence Solicited by The WHITE TAR CO., 101 North Moore St., New York 
Sole Selling Agents for United States and Canada. 


NAPHTHALINE 


ESTABLISHED 1845. 


T. P. SHEPARD & CO, 


Manufacturers of 


OIL OF VITRIOL, 
SULPHURIC ACID, 


E FASSBENDER é co —— AINER, succ. of Gelly ais 


Crude Drugs, Dyestuifs, Etc. 


“GXFORTERS oF 
ROTTERDAM, HOLLAND. 


JOS. FLACH 


| f Ry Vv 
ot Oo e, ee Herbs, Lea es, Besta 
Established 1882 


‘Horehound, ‘Et Henbe: ne, Marjorar, 
- Stramonium; Hellebore 
Seed, Coriander Seed, 
16 Water Lane, Gt. Tower Street, London, England 
IMPORTER AND EXPORTER OF 


Taseties ced Fennel Seed, Foenugreek Beed, 
Medicinal and Culinary Herbs and Roots, Crude 
Drugs, Chemicals, Essential Oils, Colours, etc. 


The ONLY American manufac 
turer. We carry all forms in stock 
and can make immediate shipmen 
of any amount required. Prices 
exceptionally low. 

BARRETT MFC. CO. 

PHILADELPHIA. 


EDWARD D. PEARCE, 
Office No. 81 Dyer St., 
PROVIDENCE, R. IL 


SCHUTZ & CO. 


All Crude Drugs, Gums, Seeds, Herbs, 
Roots, Essential Oils, etc., at lowest 
prices. First rate supplies ot Ergot 
of Rye and Lycopodium. 


OUR SPECIAL LINES ARE: 


Chrome Ore, Lump, Rock and Alluvial, 50 to 56 per cent. 
FOR ae anganese Ore a9 grade), Molybdenite Bauxite, Carb. 
WORKS Barytes, Fluorspar, etc 


FOR GLASS, ‘Po ERY Se raf “nd Ball Gley, Fleosps. 


and 
FOR RUBBER, PAPER 
AND SOAP WORKS. 


Geo, 6. Blackwell, Sons & 60., Ltt. Tee AMT VERPOOL, ENG. 


Metallurgists, | Merchants and Manufacturers. 
BLACKWELL LivERFoot. A. B. O., Monmine & Neat, Lurexas, Weerenr Union 


ckwell’s Opal Brand’’ for Opal. ~ ~; 
‘‘Angel White’? Brand, Asbestine, 


eldspar, 


Talc, Soapstone, 
Sulphate Barytes, Bauxite, Bog Ore, Keiselguhr, ; oo 


stone, Ground Pumice, Quartz, Silex, &c. All Alloys 
etals, Minerals, namie and Colors. 
orders toe small te receive prompt attention, 


Works : 
Garston Doogs. 


STEAM L~S~ STEAM SPECIALTIES | 


# © TWe Do Not Boast 
THE CROSBY 
“INSPECTOR’ 
SAFETY VALVE 


| A FEW OF OUR ~qot | A FEW OF OUR ~qot OF OUR 


THE 


SPRING-SEAT 
GLOBE AND ANGLE 


VALVES 


ALL PARTS RE ae 
EMOVAL 
FeO. The PIPING 
SAVES TIME 
and MONEY 
TRY THEM 


THFUL 
3 aur UE, Sty STEAM SPECIALTIES | 


OPENS QUICKLY 
CLOSES QUICKLY 


« oflave you thou ht of it in this light ? 
**CRO With Least 


* is a Guarantee 
for HIGH QUALITY 


Loss or STEAM 


‘ 
Pumice Ston mat Gace ee coe STEAM GAGE AND VALVE COMPANY 
| mse Cae; ae i ae @ «© NEW YORK a2202 08 CHICAGO « « LONDON 


Parattine. 


STANDARD OIL COMPANY, 


SEAL YOUR JELLY, jam and preserves by pouring a little melted Paraffine on top 
of each glass and jar. It will harden immediately,gand form a covering that will keep the 
preserves sweet, clean and as soft and fresh at the top as at the bottom. Perfectly’ pure, 
tasteless, odorless, air-proof, water-proof, acid-proof, and a protection against vermin and mould. 
Paraffine is sold in pound packages for household uses at drug, grocery and general stores. 
Special Depot, 666 Hudson St., corner 13th. 


NEW YORK. 


Read July issue of our Trade Journal, “‘The Digit,” for article 
‘“MARVELO,” the marvelous invention in paints, or write us 
for particulars on “‘MARVELO DRY-OIL PAINT.” 


THE MURALO 


NEW BRICHTON, STATEN eae 
NEW YORK, JU. S. 
24- 26 MARKET STREET, ee iLL. 
22 WEST GENESEE STREET. BUFFALO, N. 
DUNBAR'S WHARF, LIMEHOUSE, LONDON ENGLAND 


COMPANY 


BRANGH OFFICES: 





